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REVISED ORDINANCES 



OF THE 



Board of Health, 



OF THE 



CITY OF NEWARK, 



BEING THE SANITARY CODE OF SAID QTY. 



Adopted January 3, 



1902. 






TKA..i.r.AALJ r..OV. THE 

L13RAP\ Cf THE B 

DEPAWPIIIENT OF SOCIAL ETHICS 



Revised Ordinances of the Board of 

Health of the City of Newark^ 

beii^ the Sanitary Code 

of said Qty* 



Be it Ordained by the Board of Health 
of the City of Newark, as follows : 



CHAPTER UI. 
Definition of Terms. 



Sec. 769. The terms "Board," "this ^^f''^ 
Board," "said Board" and "Board of ^""^ 
Health" shall be held to mean the Board of 



of 



Health of the City of Newark. 

Sec. 770. The word "regulations" shall 
be held to include "special regulations" 
(which latter will be from time to time is- 
sued and will contain more detailed pro- 
visions than can be herein conveniently set 
forth) ;. the word "permit" shall be con- 
strued to mean the permission in writing of strued 
this Board, issued according to its rules and 
regulations and the Sanitary Code ; the word 



"Regulations" 
includes "spec* 
ial regula- 
tions. 



"Permit;' 
how con- 



"Light" or 
"ligWd;" re- 
fers to what. 



"Contagious 
disease ;" to 
include what. 



"Street;" 
what to in* 
elude. 



"Public 
place." 



"Rubbish j" 
what to in* 
elude. 



"light" or "lighted" shall be held to refer to 
natural, external light; and all words and 
phrases herein defined shall also include 
their usual and natural meanings, as well as 
those herein especially given. 

Sec. 771. The phrase "contagious dis- 
ease" shall be held to include any disease 
of an infectious, contagious or pestilential 
nature with which any person may be sick, 
affected or attacked (more especially, how- 
ever, referring to cholera, yellow fever, 
smallpox, diphtheria, ship or typhus, typhoid 
and scarlet fevers), and also including any 
new disease of an infectious, contagious or 
pestilential nature, and also any other dis- 
ease publicly declared by this Board to be 
dangerous to the public health. 

Sec. ^^2, The word "street," when used 
in the Sanitary Code, shall be held to in- 
clude avenues, sidewalks, gutters, places and 
public alleys; and the word "public place" 
shall be held to include parks, piers, docks 
and wharves, and water and open spaces 
thereto adjacent, and also public yards, 
grounds and areas, and all open spaces be- 
tween buildings and streets ; the word "rub- 
bish" shall be held to include all the loose 
and decayed material and dirtlike substance 
that attends use and decay, or which accu- 



mulates from building, storing, or cleaning ; 
the word "garbage'' shall be held to include 
every accumulation of animal or vegetable 
matter, or . both, liquid or otherwise, that 
attends the preparation, decay, dealing in, 
or storage of meats, fish, fowls, birds, fruits 
or vegetables ; and the word "dirt" shall be 
held to mean natural soil, earth and stone. 

Sec. 773. A "tenement house" .shall be 
taken to mean and include every house, 
building or every portion thereof which is 
rented, leased, let or hired out to be occu- 
pied, or is occupied as the house, home or 
residence of more than two families living 
independently of one another, and doing 
their cooking upon the premises, or by more 
than two families upon a floor, so living 
and cooking, but having a common right to 
the halls, stairways, yards, water closets or 
privies or some of them. A "cellar" shall 
be taken to mean and include every base- 
ment or lower story of any building or 
house of which one-half or more of the 
height from the floor to the ceiling is below 
the level of the street adjoining. 

Sec. 774. The word "meat" whenever 
herein used, includes every part of any land 
animal, and "eggs" (whether mixed or not 
with any other substance) ; the word "fish" 
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Garbage;" 
what to in- 
clude. 



"Dirt;" what 
to mean. 



"Tenement 
house" tQ 
mean what. 



"Cellar" to 
mean what. 



"Meat:" what 
to include. 



"Fish;" in- 
cludes what. 
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Vegetable;" 
what to in- 
clude. 



"Cattle;" what 
to include. 



"Butcher;" 
what to in- 
clnde. 



"Private 
Market;" 
what to in- 
clude. 



includes every part of any animal that lives 
in water, or the flesh of which is not meat; 
and the word "vegetable" includes ever)' 
article of human consumption as food, 
which (not being meat or fish or milk) is 
held or offered, or intended for sale or con- 
sumption; and all fish and meat and vege- 
tables found in any place shall be deemed to 
be therein, and held for such sale or con- 
sumption as such food, unless the contrary 
be distinctly proved. 

Sec. 775. The word "cattle" shall be held 
to include all animals except birds, fowl and 
fish, of which any part of the body is used 
as food ; the word "butcher" shall be held to 
include whoever is engaged in the business 
of keeping, driving or slaughtering any 
cattle or in selling any meat; the words 
"private market" shall include every store, 
cellar, stand and place (not being a part of 
a public market) at which the business is 
the buying, selling or keeping for sale of 
meat, milk, fish or vegetables for human 
food. 



CHAPTER LIII. 

Enforcement of Ordinances. 

Sec. 776. Any member of the Board of ^*^5*"f ®^ 
'Health, or the officers or agents thereof, Health, offic- 

^ ers. etc., may 

may make the inspections and examina- mai« inspcc- 

J ^ tions, etc. 

tions required by any law of this State, 
or by any code, ordinance, regulation or 
order of this Board, upon exhibiting his 
badge, accompanied by a certificate of 
authority under the seal of the Board; 
and all persons are hereby forbidden to Penalty, 
interfere with or obstruct such inspection, 
examination or execution under a penalty 
of twenty-five dollars for each and every 
oflFense. 



CHAPTER LIV. 



Buildings to 
be adequate 
in strength, 
ventilation, 
light, drain- 
age, etc. 



Sanitary Condition of Buidings and 

Drainage. 

Sec. yyj. No person shall hereafter 
erect, or cause to be erected, or converted 
to a new purpose by alteration, any build- 
ing or structure which, or any part of 
which, shall be inadequate or defective in 
respect to strength, ventilation, light, 
drainage or any other usual, proper or 
necessary provision or precaution; nor 
shall the builder, lessee, tenant or occu- 
pant of any such or of any other building 
or structure (within the right or ability 
of either to remedy or prevent the same), 
cause or allow any matter or thing to be, 
or to be done in or about any such build- 
ing or structure dangerous or prejudicial 
to life or health. 

Sec. 778. No owner, agent or lessee of 

ii*'ht^ed"*^venti- ^^^ building, or any part thereof, shall 
lease or let, or hire out the same, or any 
portion thereof, to be occupied as a place 
in which, or for any one to dwell or lodge, 
except when said buildings or such parts 
•thereof are sufficiently lighted, ventilated. 



Buildings 
hired must be 



fated, etc. 
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provided and accommodated, and are in 
all respects in that condition of cleanli- 
ness and wholesomeness, for which this 
code or any law of this State provides, or 
in which they or either of them require 
any such premises to be kept. 

Sec. 779. No person, having the right s^lJ^^et"^.* iS 
and power to prevent the same, shall S^ihoit^venti- 
knowingly cause or permit any person to ****°"' ***^* 
sleep or remain in any cellar, or in any 
place dangerous or prejudicial to life or 
health, by reason of a want of ventilation 
or drainage, or by reason of the presence 
of any poisonous, noxious or offensive 
substance or otherwise. 

Sec. 780. No owner, agent, lessee or Number of 

' ' o ' persons dwell- 

keeper of any tenement house, shall cause "»» »» one 

'^ •' ' house not to 

or allow so great a number of persons to ^ *oo la^'^e- 
dwell, be or sleep in any such house, or 
any portion thereof, as thereby to cause 
any danger or detriment to life or health. 

Sec. 781. Every tenement house and Tenement 

' "^ houses to be 

every part thereof shall be kept clean and >^«pt clean. 

free from any accumulation of dirt, filth, 

garbage or other matter in or on the same, 

or in the yard, court, passage, area or 

alley connected with, or belonging to the 

same. The owner, agent, lessee or occu- Sean*^ rooms, 

pant of any tenement house or part there- ^ind^hy ^^ 

Board. 



of, shall thoroughly cleanse all the rooms, 
passages, stairs, floors, windows, doors, 
walls, ceilings, privies, cesspools and 
drains thereof, of the house or part of the 
house of which he is the owner, agent, 
lessee or occupant so often as shall be re- 
quired by said Board or its officers, and 
shall, when notified so to do, well and suf- 
ficiently whitewash or paint the walls and 
ceilings thereof once in each year. 
Building to Sec. 782. Wherever it shall be decided 

be vacated in ' 

10 days on no- by this Board that any building or part 
thereof is unfit for human habitation, by 
reason of its being so infected with dis- 
ease, or by reason of its being in a condi- 
tion dangerous to health or life, or to be 
likely to cause sickness among the occu- 
pants, and notice of such decision shall 
have been affixed conspicuously on the 
building, or any part thereof so decided to 
be unfit for human habitation, and per- 
sonally served upon the owner, agent or 
lessee, if the same can be found in the 
State, requiring all persons therein to 
vacate such building, or part thereof, for 
the reasons to be stated therein as afore- 
said, such building, or part thereof, shall, 
within ten days thereafter, be vacated ; or 
in case of special emergency, within such 

10 



shorter time as in said notice may be 
specified. 

Sec. 783. No premises shall be rented, 
let, leased, or occupied as a tenement 
house unless said premises shall have a 
plentiful supply of pure water, suitable 
for domestic purposes, furnished at one or 
more places in such house, or in the yard 
thereof, so that the same may be adequate 
and reasonably convenient for the use of 
the occupants of said house. 

Any owner, agent, lessee or occupant of 
any building or buildings who shall vio- 
late, or fail to comply with any of the pro- 
visions of Sections yjT, 778, 779,' 780, 781, 
782 or 783 of this Code, shall, on convic- 
tion thereof, forfeit and pay a penalty of 
twenty-five dollars for the first offense, 
and for each subsequent offense the sum 
of fifty dollars. 

Sec. 784. Whenever the Board of 
Health or the Health Officer thereof shall 
so direct, all houses and other buildings 
abutting on streets in which a sewer is 
laid or shall be laid, shall be connected 
with said sewer by the owner, agent or 
lessee of said premises. 

Sec. 785. Whenever the Board of 
Health or the Health Officer thereof shall 



Premises to 
be supplied 
with water. 



Penalties. 



Sewer connec- 
tions to be 
made. 



If no sewer in 
street, cess- 

Eool to be 
uilt. 
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so direct, the owner, agent or lessee of any 
premises abutting on streets in which 
there is no sewer shall construct a cess- 
pool on said premises, to be built as here- 
inafter provided, and connect the house 
and other buildings on said premises with 
said cesspool. 

Connection Scc. 786. No Connection shall be made 

with scwcr or 

cesspool not between any sewer or cesspool, and any 
without per- gTOUud, building, erection or place of 
business, without a permit for that pur- 
pose first obtained from the Board of 
Health, and no alteration of any connec- 
tion between said sewer or cesspool and 
any ground, building, erection or place of 
business, shall be made without a like per- 
mit. 

Bottom of Sec. 787. Before any drain is laid be- 

dram trench 

to be rammed, twcen any sewer or cesspool and any 
ground, building, erection or place of busi- 
ness, the bottom of the trench. after the 
same is graded shall be carefully rammed 
in such a manner as to prevent unequal 
settling; after the drain is laid, as the 
trench is refilled, the earth must be so 
rammed as to be as nearly as possible of 

prohfbitecF. ^^^ Original compactness; tunneling in 
digging the trench is prohibited. 
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Sec. 788. Where the ground is made or S^Snpf^ 
filled in, the house sewer, by which is ^^^ "•*« 
meant the portion of the drain extending 
from the sewer 'or cesspool to the foun- 
dation wall, must be of extra heavy cast 
iron pipe of such diameter as the Board 
of Health may approve. Such pipes must 
be laid with the joints properly caulked 
with lead. 



Sec. 789. Where the soil consists of a 
natural bed of loam, sand or rock, the 
house sewer may be of hard, salt-glazed 
and cylindrical earthenware pipe, laid on 
a smooth bottom, free from all projections 
of rock and with the soil well rammed to 
prevent any settling of the pipe. Each 
section must be wetted before applying 
the cement, and the space between each 
hub and the small end of the next section 
must be completely and uniformly filled 
with the best hydraulic cement. Care 
must be taken to prevent any cement be- 
ing forced into the drain to become an 
obstruction. No tempered-up cement 
shall be used. A straight edge must be 
used inside the pipe, and the different 
sections must be laid in line perfect on the 
bottom and sides. 



When soil 
natural, how 
drain to b* 
laid. 
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*Y" branches 



Junction 
block. 

"S" trap. 



Slops, filthy 
water and 
waste to be 
discharged in- 
to sewer. 



Plumbing to 
be inQ)ected 
by Board. 



Sec. 790. All connections with drain 
pipes or sewers must be made with Y 
branches; and where connection is made 
with a brick sewer, a terfa cotta junction 
block must be used. A running or one- 
half S trap must be placed on the drain at 
an accessible point near the house or 
building wall ; said trap must be furnished 
with a hand-hole for convenience of clean- 
ing, the cover of which must be properly 
fitted and made gas tight with proper 
Cement. 

Sec. 791. Every owner, agent, lessee, 
tenant or occupant of any ground, house, 
building, erection or place of business con- 
nected with any sewer or cesspool by any 
drain, soil-pipe, passage or other connec- 
tion, shall discharge therein all slops, fil- 
thy water and liquid waste produced or 
collected on the premises so connected 
with said sewer or cesspool; and every 
owner, agent, lessee, tenant or occupant 
of any such premises shall keep said drain, 
soil-pipe, or other connection at all times 
adequate for the passage of all slops, fil- 
thy water and liquid waste that enters or 
should enter the same. 

Sec. 792. Before any connection of 
house drainage and plumbing with out- 
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side sewers, cesspools or other receptacles 
shall be covered, the same shall be in- 
spected by an inspector of the Board of 
Health, and by him approved, and any 
such connection covered without such in- 
spection must be uncovered for examina- 
tion at the request of the Health Officer, 
at the expense of the person so covering. 

Any person or persons or corporation Penaittci. 
failing to comply with the requirements 
of the provisions of Sections 784, 785, 786, 
787, 788, 789, 790, 791 or 792 of this Code, 
or with the orders of the Board of Health 
or the Health Officer, made in pursuance 
thereof, or who shall offend against or 
violate the provisions of said sections, or 
any of them, shall on conviction thereof, 
forfeit and pay a penalty of twenty-five 
dollars. 

Sec. 793, No person shall manufacture, Adulterated 
have, offer for sale, or sell any article of ited. 
food or drink which is adulterated within 
the meaning of an act of the Legislature of 
the State of New Jersey entitled "An act to 
prevent the adulteration of food and 
drugs," approved March 25, 1881, and the 
supplement thereto approved March 23, 
1883, or of any act or acts of said Legisla- 
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ture hereafter passed amendatory, supple- 
mentary or additional therto. 

^?ohfbited^°^** Sec. 794. No milk, or butter, nor any 
other food or dr^nk whith has been exposed 
to the emanation or infection of any com- 
municable disease, shall be brought into the 
city of Newark, or held or offered for sale 
in said city. 
Food bept for Sec. 795. Every person being the owner, 
be clean. lessce or occupant of any room, stall or 

place where any meat, fish, birds, fowl, fruit, 
nuts or vegetables, designed or held for 
human food, shall be stored or kept, or shall 
be held or offered for sale, shall put and 
keep said room, stall or place and its appur- 
tenances, in a cleanly and wholesome condi- 
tion; and every person having charge, or 
interested, or engaged, whether as principal 
or agent, in the care of, or in respect to, the 
custody or sale of any meat, fish, birds, 
fowl, fruit, nuts or vegetables, designed for 
human food, shall put and preserve the same 
in a cleanly and wholesome condition, and 
shall not allow the same, or any part thereof, 
to be poisoned, infected or rendered unsafe 
or unwholesome for human food. 
w?wnrptiited. Sec. 796. No cased, blown, plaited, 
putrid* Impure raised, stuffed, putrid, impure or unhealthy 
mea?"^1a*'*to ^^ unwholcsome meat, fish, birds, or fowls 

be sold. 
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shall be held, bought, sold or offered for sale 
for human food, or held, or kept in any 
market, public or private, or in any public 
place in said city. Nor shall the carcass, Diseased, etc., 

*^ -^ , carcass not to 

meat or flesh of any cattle, sheep or swine be sold, 
killed while in a diseased, overheated, 
feverish or exhausted condition, or any calf 
which shall be less than four weeks old, or 
any pig that shall be less than five weeks 
old, or any lamb that shall be less than eight 
weeks old be brought into or be kept, sold 
or offered for sale for human food in the 
city of Newark. 

Sec. 797. No decayed or unwholesome fJJSf^etc ^ not 
fruit, nuts or vegetables shall be brought *<> ^ «o^^- 
into said city, or held, bought or sold, or 
offered for sale for human food, or held, 
or kept in any market, public or private, or 
in any public place in said city. 

Sec. 798. Upon any cattle, meat, fish, ^Sd^^^f 
birds, fowl, fruit, nuts or vegetables being ^^^d fooi 
found by any inspector or other officer of 
the Board of Health, in a condition which 
renders the same unsafe or unwholesome 
for human food, it shall be the duty of said 
inspector or officer to affix to said article or 
articles a label on which shall be written or 
printed the words "Condemned by direction 
of the Board of Health, Newark, N. J.," 

17 



Report to 
Board. 



Label not to 
be removed. 



Food to be 
removed. 



May be re- 
moved on no- 
tice by Board. 



Polluted wells 
to be filled 
up. 



and when an)rthing included within the pro- 
visions of this section shall be found in num- 
bers, quantity or bulk, it shall only be neces- 
sary for said inspector or officer to affix one 
such label to a conspicuous part of the box, 
tin, basket, compartment or other place or 
thing containing the same, and he shall 
forthwith report every such condemnation 
at the office of the Board. No person or 
persons shall destroy, deface, conceal, inter- 
fere with or remove any label affixed by any 
inspector or officer of this Board as afore- 
said. It shall be the duty of the owner or 
person in charge of any matter or substances 
that have been condemned, to immediately 
remove the same from any market, street 
or place, and convey the same to such place 
as may be designated by the inspector or 
officer, and such articles shall not be sold or 
offered for sale, or in any way disposed of, 
and in case the owner or person in charge 
shall fail or neglect, or refuse to remove 
said articles within three hours after hav- 
ing been notified to do so, the same may be 
removed by the inspector or other officer of 
this Board, the owner or person in charge 
paying all expenses therefor. 

Sec. 799. Whenever this Board shall 
have satisfactory evidence that any well, the 
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Board may 
fill well on 
notice. 



water of which is used for domestic purposes 
has become polluted and rendered unsafe for 
potable use, notice to discontinue the use of 
said polluted water shall be sent to the 
owner, agent, lessee or party in charge of 
said well, and at the discretion of this 
Board the owner, agent, lessee or party in 
charge of said well may be ordered, in writ- 
ing, to close or fill up said well. If the said 
order is not complied with, within the time 
therein specified, this section shall be 
deemed violated and this Board may pro- 
ceed to cause the said well to be closed or 
filled up, the owner, agent, lessee or person 
in charge paying all expenses therefor. 
Any person or persons or corporations, who Penalties, 
shall fail to comply with, or violate any of 
the provisions of Sections 793, 794, 795, 796, 
797, 798, or 799 of this Code, shall, on con- 
viction thereof, forfeit and pay a penalty of 
fifty dollars for the first offense, and for 
each subsequent offense the sum of one hun- 
dred dollars. 
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CHAPTER LV. 
Privy Vaults and Cesspools. 
Privy vaults, Scc. 8oo. No privv vault, cesspool or 

etc., not con- tr j f r 

structcd with- manurc pit shall hereafter be constructed 

out permis- '^ 

sion. within the city of Newark without a permit 

for that purpose being first obtained from 
the Board of Health. 

Privy vaults Sec. 8oi. No privv vault or cesspool 

not allowed ^ ' *^ 

on street hav- shall hereafter be constructed or maintained 

mg sewer. 

on any lot or premises having a sewer con- 
nection or abutting on a street in which is 
or hereafter may be laid a sewer. 

etc.^to^be'*** Sec. 8o2. Whenever any premises shall 
filled. be connected with a sewer by order of the 

Board or voluntarily, or when a privy vault 
or cesspool shall for any reason be aban- 
doned, such privy vault or cesspool shall be 
entirely emptied and filled with fresh earth 
unless otherwise ordered by the Board of 
Health. 

etc!" ^oV*to be ^^- ^3* "^^ ^^^^ Water leader, waste- 

tofvauir*^ *"' P^P^ ^^ soilpipe shall discharge or run into 

any privy vault, nor shall any slops or filthy 

water be deposited therein unless said privy 

vault shall be connected with a sewer. 
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Sec. 804. No person shall throw into or Jo[\o^bi **^-^. 
deposit in any vault, sink, privy or cesspool, *^ *" ®^"*^- 
any offal, ashes, meat, fish, garbage or 
other substance, except that of which any 
such place is the appropriate receptacle. 

Sec. 805. No owner, agent, tenant, lessee etc.^not*to*l)c 
or occupant or person having charge of any contents^de-**** 
dwelling, tenement house, building or prem- ^?||Siia**"etc. 
ises to which any privy vault or cesspool 
shall appertain or be attached, shall draw 
off, or deposit, or allow to be drawn off or 
deposited, upon any premises, public or pri- 
vate, or upon any street or public place, the 
contents of any such privy vault or cesspool ; 
nor ghall any owner, agent, tenant, lessee or Not to bc- 

, , come offen- 

occupant or person m charge permit the »ive. 
contents of any privy vault or cesspool to 
rise within two feet of any part of the top 
thereof, or to become offensive. 

Sec. 806. No privy vault or cesspool P^ivy vaults 

*^ -^ *^ and cesspools; 

shall be built or maintained wfthin ten feet where to be 

located. 

of the line of any street, within two feet of 
the party line or fence of the adjacent lot 
or lots, or within twenty feet of the door 
or window of any house, unless otherwise 
ordered or permitted by the Board of 
Health ; and no privy vault or cesspool shall J^"®^ j^j,***" 
be completed, nor shall any cover be made, ^r^- 
put upon or over the same or any use made 

21 



Sec. 804. No p>erson shall throw into or ^^^^^ *^. 
deposit in any vault, sink, privy or cesspool, ^ "* ^"^^ 
any offal, ashes, meat, fish, garbage or 
other substance, except that of which any 
such place is the appropriate receptacle. 

Sec. 805. No owner, agent, tenant, lessee ete.7not to*be 
or occupant or person having charge of any ccStSts^d^** 
dwelling, tenement house, building or prem- po«»ted on 
ises to which any privy vault or cesspool 
shall appertain or be attached, shall draw 
off, or deposit, or allow to be drawn off or 
deposited, upon any premises, public or pri- 
vate, or upon any street or public place, the 
contents of any such privy vault or cesspool ; 
nor §hall any owner, agent, tenant, lessee or Not to be- 

•^ . , . , come offcn- 

occupant or person m charge permit the sivc- 
contents of any privy vault or cesspool to 
rise within two feet of any part of the top 
thereof, or to become offensive. 
Sec. 806. No privy vault or cesspool ^^;^ r&vits 

SQu CCSSDOOlS* 

■ lU be built or maintained within ten feet where to be 

1 .. . located. 

* le line of any street, within two feet of 

uarty line or fence of the adjacent lot 

^, or within twenty feet of the door 

ulnw of any house, unless otherwise 

^r permitted by the Board of 



r 



id no privy vault or cesspool shall M"»* J^u"*" 
ed, nor shall any cover be made, ^o"<i- 
over the same or any use made 
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of such vault for the deposit of defecated 
matter, until the said privy vault or cess- 
pool has been inspected by an inspector of 
the Board of Health and been found to 
correspond to the terms of the permit and 
the provisions of this Code. 

Any owner, agent, tenant, lessee or occu- 
pant, or person in charge of any premises 
in this city, who fails to comply with or 
violates or offends against any of the pro- 
visions of Sections 800, 801, 802, 803, 804, 
805 or 806 of this Code, shall, on conviction 
thereof, forfeit and pay a penalty of ten dol- 
lars for the first offense, and for each subse- 
quent offense, the sum of twenty-five dol- 
lars. 

Sec. 807. No person or persons shall re- 
move the contents of any privy vault or 
cesspool except upon permit of the Board of 
Health, and for each and every permit so 
granted the sum of ten cents shall be paid 
by the person obtaining the same. 

Sec. 808. No part of the contents of any 
privy vault or cesspool within the city limits, 
except substances not soluble in water, shall 
be removed or transported except the same 
be removed and transported by some odor- 
less apparatus ; and no part of the contents 
o^ any orivv vault or cesspool shall be re- 
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moved by the pitting process, except in 
cases where it is impossible to remove the 
same by pumping. When emptied by the 
pitting process, the contents shall be thor- 
oughly disinfected before being removed, 
and in removing said contents they shall be 
deposited in dunnigans or barrels which shall 
be water-tight, the lids of which shall be 
securely fastened to said dunnigans or bar- 
rels by clamps and made tight by means of 
a rubber gasket between said lids and the 
chimes. Any scavenger who shall com- 
mence to clean any privy vault or cesspool, 
shall without interruption and delay remove 
every portion of the contents thereof. 

Sec. 8oQ. Such tanks as may be used, and Tanks, etc., 

• , for removing 

the trucks for conveying the dunnigans or contents of 

privy vaults to 

barrels, shall be suitably constructed, and be suitably 
the name of the licensee, with the number name of Ucen- 

sec etc to be 

of the city license distinctly painted thereon ; painted there- 
and the entire apparatus and appliances 
shall at all times present a clean appear- 
ance, be free from obnoxious odors, and 
always in good and efficient working order. 
The workmen shall be well instructed in 
their duties, and orderly while Jn the per- 
formance of their work. 

Any person or persons, or corporation, Penalties, 
violating any of the provisions of Sections 

^3 



8o7, 808 or 809 of this Code shall on con- 
viction thereof forfeit and pay a penalty of 
twenty-five dollars for the first offense, and 
for each subsequent offense the sum of fifty 
dollars. 
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CHAPTER LVI. 

Nuisances. 

Sec. 8io. Nuisances are hereby defined §^^"*^^***^' 
and declared to include and embrace : ( i ) 
The placing or depositing, or allowing to ^^^^j^SiaXs 
remain in or upon any street or public place, «^., on street, 
or in or upon any open lot or public or 
private property, any d^ad animal or any 
part of the same, or any offal or garbage, 
or any carrion or putrid meat, or manure or 
compost (stable manure used as a fertilizer, 
or kept in manure pits built as hereinafter 
directed, excepted), or any foul or offensive 
or obnoxious substances whatsoever. (2) t^"^"^» ***• 
The throwing upon, or allowing to flow «jc.» ^ »t'^*» 
from any premises upon any street or public 
place, open lot or public or private property, 
or the allowing to collect upon the surface 
of any premises, any waste water, dirty 
water, slops, stable drainage, liquid filth, 
overflow from cesspool or privv vault, or 
any offensive liquid matter whatsoever. 
(3) Any full, foul, or leaky privy vault, ^^^* ,J^Si 
cesspool, or other receptacle for filth; also «*«. 
any privy vault, cesspool or catch-basin 
which is beneath any dwelling or other 
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building, or is attached to the foundation 
wall of any dwelling or other building. (4) 
Allowing or permitting any night soil, gar- 
bage, or any offensive or decomposing solid 
or fluid matter or substance to leak or ooze, 
or escape from any cart or wagon, or vessel 
in which the same may be conveyed or car- 
ried. (5) The carrying or conveying 
through any street any substance which has 
been removed from any privy vault or cess- 
pool, unless the same shall be inclosed in air- 
tight receptacles. 

Any and every nuisance as above defined, 
is hereby prohibited and forbidden in this 
city, and any person or persons, or corpora- 
tion, making, causing, maintaining or per- 
mitting any of said' nuisances, shall on con- 
viction thereof, forfeit and pay a penalty of 
twenty-five dollars. 

Sec. 811. Whatever is dangerous to 
human life or health, and any building, erec- 
tion, or part or cellar thereof, not provided 
with adequate means of ingress and egress, 
or not sufficiently supported, ventilated, 
drained, cleaned, or lighted, and whatever 
renders food or water unwholesome, is 
hereby declared to be a nuisance. 

Any person or persons or corporation who 
shall aid in erecting or contribute to, or who 



26 



shall erect, or contribute to, or who shall 
continue to retain or maintain any of -them, 
shall^ on conviction thereof, forfeit and pay 
a penalty of twenty-five dollars. 

Sec. 812. Any imperfect trap, sink or 
water closet within any house, or any other 
drainage appliance or fixture within any 
house, from which there shall arise any foul 
or obnoxious gas or odor, is hereby declared 
a nuisance ; and any person maintaining any 
such nuisance, or any person who shall re- 
fuse or neglect to repair or make perfect any 
defect in any drainage appliance, or any part 
of the soil-pipe or waste-pipe, or any fixture, 
sink, basin, water closet, or traps attached to 
said waste-pipe, or soil-pipe, shall, on con- 
viction thereof, forfeit and pay a penalty of 
twenty-five dollars. 

Sec. 813. All sunken lots or marsh lands, 
or lots below grade, where stagnant water 
gathers or is collected, are hereby declared 
nuisances, and any owner or owners or 
agent of any such lot or lots or lands shall, 
on notice from this Board, fill the same or 
cause them to be filled with fresh earth, 
ashes or cinders; any owner or owners or 
agent failing to comply with such notice 
shall, on conviction thereof, forfeit and pay 
a penalty of twenty-five dollars. 
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Sec. 814. No animal or vegetaible sub- 
stance or garbage or street sweepings, 
muck or silt, or dirt gathered in cleaning 
yards, buildings, sewers, docks, or slips, 
or waste of mills or factories, or any ma- 
terials which are offensive to health or 
tend to decay, to become putrid or to ren- 
der the atmosphere impure or unwhole- 
some, shall be deposited upon or used to 
fill up, or raise the surface or level of any 
lot, grounds, docks, wharf, pier, street or 
alley in this city, or any ground filled for 
the purpose of building thereon, unless 
pursuant to a special permit from this 
Board; any person or persons violating 
any of the provisions of this section shall, 
on conviction thereof, forfeit and pay a 
penalty of twenty-five dollars. 

Sec. 815. No act, place or thing shall 
be deemed a nuisance within the provis- 
ions of this Gxie, which shall be author- 
ized by a permit from the Board of 
Health, said permit to be issued in the dis- 
cretion, and to be revocable at the pleas- 
ure of the Board, but immediately upon 
such revocation the provisions of this 
Code shall apply as though said permit 
had never been granted. 
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CHAPTER LVII. 

Rubbish and Filth. 

Sec. 8i6. All owners, lessees, tenants, ^i^l^f^^ 
or occupants of any and all lots and lands *''°" ^***- 
in this city shall keep the sidewalks and 
streets in front of such lots and lands free 
from filth, slops, dirty water, rubbish or 
any other thing dangerous to health, life 
or limb. 

Sec. 817. The proprietor, agent, lessee, S^^^^^SSvcd 
tenant or occupant of any tenement house, <***^y- 
restaurant, saloon or any other premises 
where any refuse matter, offal or shells 
from oysters or other shell fish shall ac- 
cumulate, shall daily cause all such shells, 
offal or refuse matter to be removed to 
some proper place, and shall keep such 
premises at all times free from offensive 
smells and accumulations. 

Sec. 818. The owner, agent, lessee, ten- Barrels, etc., 

\ to be provided 

ant or occupant of every dwelling, mar- for garbage, 
ket, restaurant or other premises where 
refuse matter shall accumulate in the City 
of Newark, shall provide and keep on the 
premises suitable barrels or receptacles 
for receiving and holding garbage. 
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Sec. 819. No rags, bones, scraps or 
refuse matter liable to decay shall be 
brought into or be stored or kept within 
the limits of the City of Newark, except 
on permit of this Board, which permit 
shall be revocable by said Board at any 
and all times. 

Sec. 820. No cart or other vehicle for 
carrying any oiJal, swill, garbage, ashes 
or rubbish, or the contents of any privy 
vault, cesspool or other receptacle for 
filth or having upon it or in anything on 
such cart or vehicle, any manure or other 
nauseous or offensive substances, shall, 
without necessity therefor, stand or re- 
main, nor shall a needless number gather 
before or near any building, place of busi- 
ness or other premises where any person 
may be; nor shall the person using said 
cart or vehicle occupy an unreasonable 
length of time in loading or unloading, 
or in passing along any street or through 
any inhabited place or ground ; nor shall 
any such cart or vehicle, or the driver 
thereof, or anything thereto appertaining, 
be (or by any person having a right to 
control the same, allowed to be) in a con- 
dition needlessly filthy or offensive; and 
when not in use, all such carts, vehicles 
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and all implements used in connection 
therewith, shall be stored and kept in 
some place where no needless offense shall 
be given to any of the inhabitants of said 
city. 

Sec. 821. All carts and vehicles in the 
last section mentioned, and boxes, tubs 
and receptacles thereon, in which any sub- 
stance in said section referred to, may be 
or be carried, shall be strong and tight, 
and the sides shall be so high above the 
load or contents that no part of such con- 
tents or load shall fall, leak or spill there- 
from ; and each of such carts, tubs or boxes 
and receptacles shall be adequately and 
tightly covered, as the orders or regulations 
of this Board may provide or direct. 

Any person or persons or corporations 
who shall fail to comply with or violate 
any of the provisions of Sections 816, 817, 
818, 819, 820 or 821 of this Code, shall on 
conviction thereof forfeit and pay a pen- 
alty of ten dollars for the first offense, and 
for each subsequent offense the sum of 
twenty-five dollars. 

Sec. 822. Any owner, agent, tenant, 
lessee or occupant of any lot, ground, 
building, house or stable in this city, on 
notice from this Board or the Health Offi- 



Carts, etc.,^ 
mentioned in 
last section, 
how built. 



Penalties. 



Owners, etc., 
to remove 
garbage, etc., 
and stable 
nuisances 
upon notice. 
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cer, shall forthwith remove from said lot, 
ground, building, house or stable, any 
rubbish, garbage, oflFal or any offensive 
matter or thing ; and any person, on notice 
from this Board or the Health Officer, 
shall abate any nuisance existing on any 
premises of which he may be the lessee, 
owner, agent, tenant or occupant. 

Any person offending against, or vio- 
lating the provisions of this section, or 
any of them, shall, on conviction thereof, 
forfeit and pay a penalty of ten dollars for 
the first offense, and for each subsequent 
offense the sum of twenty-five dollars. 

If any person shall refuse or neglect to 
remove any foul or obnoxious or hurtful 
matter or thing, or if any person shall re- 
fuse or neglect to abate any nuisance, then 
this Board may proceed under the provis- 
ions of "An Act to revise, consolidate and 
amend certain acts concerning Boards of 
Health in this State," approved March 
31, 1887, 2ind the supplements thereto, to 
remove said nuisance, source of foulness, 
or cause of sickness, and to recover, by 
action of debt against such person, the 
expense incurred by said Board by such 
removal. 
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CHAPTER LVIII. 

Slaughter Houses. 

Sec. 823. In every slaughter house here- fou^s**how 
after constructed or maintained within the constructed, 
city of Newark, the floors shall be paved 
with asphalt or some other impervious ma- 
terial, properly sloped to a well trapped and 
permanently grated inlet having a direct 
communication with a sewer; the walls 
thereof shall be covered to a height of seven 
feet, with some smooth, impervious ma- 
terial ; the yards, apartments and pens con- 
nected therewith, shall be paved with brick 
or stone laid in cement or concrete or some 
other imp)ervious material, and properly 
sloped to a well trapped and permanently 
grated inlet having a direct communication 
with a sewer. Every slaughter house shall 
be supplied with an adequate water supply, 
and such an arrangement of hose or pipes as 
will enable the walls, floors and yards to be 
effectually washed; and every slaughter 
house and the apartments and pens con- 
' nected therewith, shall be properly ventil- 
ated according to the direction and to the 
satisfaction of the Board of Health. Any 
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person or persons or corporation who shall 
be the owner of or operate any slaughter 
house, failing to comply with the directions 
of, or offending against or violating any of 
the provisions of this section, shall, on con- 
viction thereof forfeit and pay a penalty of 
fifty dollars for the first offense and for the 
second and each subsequent offense, the sum 
of one hundred dollars. 

Sec. 824. The owners, agents, lessees or 
occupants of all slaughter houses located 
within the city, are required to provide mov- 
able receptacles with tightly fitting covers, 
for the purpose of receiving and conveying 
away blood, filth, offal and other offensive 
matters, and these matters must be deposited 
in the receptacles immediately after slaugh- 
tering, and removed with all fat, hides, skin, 
tripe and bones, daily between the hours of 
6 P. M. and 8 A. M. No blood or offal 
shall be permitted to flow into the sewer. 
Any person or persons or corporation 
offending against or violating any of the 
provisions of this section, shall, on convic- 
tion thereof, forfeit and pay a penalty of 
fifty dollars. 

Sec. 825. The owners, agents, tenants, 
lessees or occupants of all slaughter houses 
in use shall thoroughly and effectually wash 
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the walls, floors and yards thereof at least 
once in every twenty- four hours ; and dur- 
ing the months of May, June, July, August 
and September shall distribute twice in each 
week a sufficient quantity of chloride of lime 
or some other suitable disinfectant about 
their premises, and shall also remove the 
contents of any manure pit on the premises 
once in each week during said months; if 
the above requirements should not be com- 
plied with, the Health Officer is hereby 
directed to carry out the provisions of this 
section as to disinfecting, and the removal 
of the contents of said manure pits at the 
expense of the said owner, agent, tenant, 
lessee or occupant. Any person or persons 
or corporation failing to comply with or 
offending against any of the provisions of 
this section shall, on conviction thereof, for- 
feit and pay a penalty of twenty-five dollars. 

Sec. 826. No blood pit, dung pit or privy 
well shall remain or be constructed within 
any slaughter house. Any person or per- 
sons or corporation offending against or 
violating any of the provisions of this sec- 
tion shall, on conviction thereof, forfeit and 
pay a penalty of twenty-five dollars. If it 
shall, at any time, appear to the Board of 
Health, that exception to any of the provis- 
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ions of Sections 823, 824, 825 and 826 of 
this Code should be made, a permit in writ- 
ing' to that effect may be granted, subject to 
revocation at the pleasure of the Board. 
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CHAPTER LIX. 

Keeping and Slaughtering of Animals. 

Sec. 827. No animal affected with an in- Animals with 

' , , contagious 

fectious or contagious disease shall be disease not to 

*^ be brought in- 

brought into the city of Newark, nor shall to cit;yr without 

permit. 

any animal so affected be kept within said 
city, except by written permission of the 
Board of Health. Any person or persons 
or corporation offending against any of the 
provisions of this section shall, on convic- Penalty, 
tion thereof, forfeit and pay a penalty of 
fifty dollars. 

Sec. 828. No person or persons or cor- cawie!* sheepT 
poration shall have or keep, upon ^ny prem- ^*^' *" ^^^^' 
ises in the city of Newark, any cattle, sheep, 
goats or swine, without a permit from the 
Board of Health, which permit shall be re- 
newable annually, registered in the office of 
the Board, and revocable at the pleasure of 
the Board; and for each and every permit F«e. 
so granted the sum of ten cents for each 
animal shall be paid. Any person or per- 
sons or corporation offending against any of 
the provisions of this section shall, on con- 
viction thereof, forfeit and pay a penalty of Penalty, 
ten dollars for each and every head of cattle, 
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sheep, goats or swine had or kept upon said 
premises. 

Sec. 829. No person shall keep, or allow 
to be kept, in any dwelling house, or in any 
part thereof, any horse, cattle, swine, goats 
or fowls. Any person or persons offending 
against any of the provisions of this section 
shall, on conviction thereof, forfeit and pay 
a penalty of twenty dollars. 

Sec. 830. The slaughtering, killing or 
dressing of cattle, swine or sheep shall 
not be allowed within the limits of the 
city of Newark, except in regularly auth- 
orized slaughter houses, without a permit 

for that purpose from this Board; and 
no slaughter house or other place where 

cattle, sheep or swine are slaughtered, 
killed or dressed, shall be allowed within 
this city unless a permit for that purpose 
shall be granted by this Board. Any per- 
son or persons or corporation offending 
against or violating any of the provisions 
of this section shall, on conviction thereof, 
forfeit and pay a penalty of fifty dollars. 

Sec. 831. No cattle, sheep, or swine 
shall be killed for human food while in a 
diseased, overheated, feverish or exhaust- 
ed condition, and no calf which shall be 
less than four weeks old, and no pig that 
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shall be less than five weeks old, and no 
lamb that shall be less than eight weeks 
old, shall be killed for human food or shall 
be kept or offered for sale, or sold, to be 
killed for human food within such ages 
respectively. Any person or persons or 
corporation offending against or violating 
any of the provisions of this section shall 
forfeit and pay a penalty of fifty dollars Penalty, 
for the first oflfense, and for the second 
and every subsequent offense the sum of 
one hundred dollars. 

Sec. 832. It shall be the duty of every §^^Y*ma^ la- 
inspector or other officer of the Board of ^fi diseased, 

*^ etc. meat men- 

Health, when any cattle, sheep or swine tioned in last 

shall be found in a diseased, over-heated, 
feverish, or exhausted condition, or when 
any calves, pigs or lambs shall be found 
within the ages respectively named in the 
preceding section of this Code, and said 
animals or any of them shall be intended 
to be used for human food, to immediately 
attach to any such diseased, overheated, 
feverish, exhausted or under-aged animal, 
or to the pen or stall in which any such 
animal or animals may be confined, a label 
or tag on which shall be written or print- 
ed the words "Quarantined by the Board 
of Health, Newark, N. J.," and such in- 
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spector or other officer shall immediately 
report such quarantine at the office of 
the Board, that proper action may be tak- 
en relative thereto. 
Penalty for Any person other than an inspector or 

defacing label. 

Other officer of this Board, who shall de- 
stroy, deface, conceal, interfere with or 
remove any label, or tag, so attached to 
any pen, stall or animal, shall, on convic- 
tion thereof, forfeit and pay a penalty of 

moWn^orkfil* ^^^^ dollars ,* any person or persons or 

*fJK 5i"aran- corporation removing any animal, so as 

aforesaid quarantined, or shall kill any 

such animal, or use the same for human 

food, or hold or expose for sale, or sell 

any such animal without the permission 

of the Board shall, on conviction thereof, 

forfeit and pay a penalty of fifty dollars; 

interfering' ^^Y P^rsou or pcrsous interfering with, 

of^Bo^afd^'^ hindering or preventing any inspector or 

other officer of this Board, in performing 

the duties imposed by this section shall, 

on conviction thereof, forfeit and pay a 

penalty of fifty dollars. 

Chickens, etc., Sec. 833. No pcrson or persons or cor- 

pjcked, etc., in poratiou shall kill, scald, pick or dress any 

chicken, turkey, duck, goose or other 

feathered animal within the limits of any 

market, public or private, within the city 
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of Newark. Any person or persons or Penalty, 
corporation violating any of the provis- 
ions of this section shall, on conviction 
thereof, forfeit and pay a penalty of ten 
dollars for each and every offense. 
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CHAPTER LX. 
Stables. 

fo*^^\ept^'m Sec. 834. Every owner, agent, lessee, 
tion!* ^**"*** tenant or occupant of any stall, stable or 
apartment in which any horse or any 
other cattle shall be kept, or any place in 
which any manure or any solid or liquid 
discharge or excrement may collect or 
accumulate, shall at all times keep or 
cause to be kept such stalls, stables or 
apartments, and the drainage, yard and 
appurtenances thereof, in a cleanly, 
healthful and wholesome condition, and 
no offensive smell shall be allowed to es- 
Board may cape thcrcfrom. In all cases where this 

direct removal ^ 

of excreta Board or the Health Officer shall by writ- 

every week. , -' 

ten notice so require all manure or excre- 
ta shall be removed from all stables and 
premises where it may accumulate as 
Penalty. often as ouce in each week. Any person 

or persons or corporation offending 
against or violating any of the provisions 
of this section shall, on conviction there- 
of, forfeit and pay a penalty of twenty dol- 
lars. 
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Sec. 835. Every stable or apartment in J^^JJJouSd^* 
which any horse or any other cattle shall 8?^^^^?**' 
be kept shall be provided with an under- 
ground and properly covered manure 
vault of sufficient capacity to care for all 
manure that may accumulate in such sta- 
ble or apartment ; said vaults shall not be 
nearer than ten feet to the line of any ad- 
joining lot, street, alley or public place 
without a permit from this Board. Any 
person or persons or corporation offend- 
ing against any of the provisions of this 
section shall, on conviction thereof, forfeit Penalty, 
and pay a penalty of ten dollars for the 
first offense, and for each subsequent of- 
fense the sum of twenty-five dollars. 

Sec. 836. Whenever this Board or the Board may 

require stables 

Health Officer shall by written notice so !<> ^ drained 

"^ m certain 

require, every stable or building in which manner. 
any horses or cattle are kept or stabled, 
shall be so constructed and drained that no 
fluid excrement or refuse liquids or wash- 
ings from vehicles shall flow upon or into 
the ground. It may be by written notice May require 

° -^ -^ concrete sur- 

required that all of the surface of the ^^ ^^^^^ 
ground beneath such stables and build- 
ings, and of the yard adjoining, shall be 
covered with a concrete or other water- 
tight covering; the material and manner 
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of construction of said covering to be sub- 
Penaity. ject to the approval of said Board. Any 

person or persons or corporation offend- 
ing against any of the provisions of this 
section shall, on conviction thereof, for- 
feit and pay a penalty of twenty dollars. 

When sections Scc. 837. Whenever on any premises 
f^^nce are vio- within this city anything in violation of 
to notify own- any of the preceding sections of this Code 
exists or is maintained, or whenever the 
condition of any premises is such as to 
call for the interference of this Board, no- 
tice shall be served on the owner, agent, 
lessee, tenant or occupant or other proper 
person, by order of the Health Officer, 
which notice shall enable the person 
served therewith to know wherein any 
section of this Code is violated or what is 
to be remedied, and shall give not less 
than one day or more than ten days for 
compliance with the provisions of said 
section or with the requirements of the 
s^?ved.' ^^**^ Board. Such notice may be served on the 
owner, agent, lessee, tenant or occupant 
or other proper person, personally, or, 
when there is an occupied dwelling on the 
premises, by leaving with an adult occu- 
pant of such dwelling. 
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No suit shall be brought for a penalty ^n^y* uSm 

fixed by any of the foregoing sections of Jn^^Sor^^ 

this Code until such notice shall have been P^^^d with, 
disregarded by non-compliance therewith. 
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Contagious Diseases. 

Sec. 838. Every practicing physician in 
this city shall report in writing to the Board 
of Health the name of every patient he or 
she shall have affected with cholera, small- 
pox (including varioloid), diphtheria, mem- 
branous croup, yellow> typhus, typhoid or 
scarlet fever, or any other contagious dis- 
ease that may be hereafter publicly declared 
by this Board to be dangerous to the public 
health, together with the precise locality 
where such patient may be found, imme- 
diately after such physician shall ascertain 
or suspect the nature of such disease. Any 
person or persons failing to comply with, 
violating or offending against any of the 
provisions of this section shall, on conviction 
thereof, forfeit and pay a penalty of fifty 
dollars. 

Sec. 839. Whenever it shall be deemed 
necessary by this Board to establish the true 
character of any disease which they may 
believe to be communicable, a medical ex- 
amination of the person or persons affected 
by such disease may be ordered, the medical 
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attendant selecting such medical member of 
the Board of Health as he may desire, and 
such examination shall be permitted by all 
attendants and persons. Any person or per- Penalty, 
sons offending against any of the provisions 
of this section shall, on conviction thereof, 
forfeit and pay a penalty of twenty dollars. 

Sec. 840, No principal, teacher or super- ChUd sick , 

^ *- JT ' MT ^j^jj contagi- 

i intendent of any school, and no parent or ous disease, or 

I . , residing in 

I fifuardian of any child attending any school, house where 

i ■ «-» .' disease exists 

I shall permit any child sick with any disease not to attend' 
I mentioned in Section 838, or with any other 
communicable disease, or any child residing 
in any house in which such disease shall ex- 
ist, to attend any school until such time as 
the attending physician certifies that it can 
be done without danger of communicating 
the disease to others. Any person or per- 
sons offending against any of the provis- Penalty. 
ions of this section shall, on conviction 
thereof, forfeit and pay a penalty of twenty 
dollars. 

Sec. 841. In case any contagious or com- ^I'^wlSi^^nte. 
municable disease occurs in this city, the Say'te^fed&t- 
person affected thereby shall, at the discre- Ihairor^n*^^ 
tion of the Health Officer, be isolated, or 
said person may be removed to such a lo- 
cality as the Health Officer, in conjunction 
with the Sanitary Committee, may order 
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U)"b^*dfsm-^**^' * ^^^ direct ; and all buildings, clothing, prop- 
fected. ^rty and premises and vehicles which may 

become infected by the presence of persons 
affected by contagious or communicable dis- 
ease, shall be disinfected or fumigated at 
the expense of the tenant, occupant or owner 
thereof, and said disinfection or fumigation 
shall be ma<Je and performed in 3uch man- 
ner and with such materials and within such 
stated time and under such supervisions as 
the Health Officer may direct. Any person 
or persons offending against any of the pro- 
Penaity. visions of this section shall, on conviction 

thereof, forfeit and pay a penalty of fifty 
dollars. 

Board of Sec. 842. It shall, under the direction of 

Health mav ^ ' 

order hotel, the Board of Health, be the duty of the 

etc., where * •' 

contagious dis- keeper of any hotel, tavern, boarding or pub- 
closed. lie house, or the owner or occupant of any 

private residence or tenement house where 
any person may be sick with any contagious 
or communicable disease to close any such 
house or place and keep it closed, as against 
all lodgers, customers and persons desiring 
to visit the same until such time as in the 
opinion of the Board of Health or the 
Health Officer all danger of communicating 
the said disease from any such house or 
place, or the inmates thereof, shall have 
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passed ; and no person or persons brought in ^®nta5*w5h 

direct contact with those so affected shall go g!^^ui%s^ 

about the city, or in any common or public 

or private place, so as to endanger the health 

of other persons ; provided that the provis- Sf°appiy^ 

ions of this section shall not apply to either Ji^?^"* ^^ 

the physician or clergyman in attendance on 

such sick person or persons. Any person or 

persons failing to comply with, violating or 

offending against any of the provisions of 

this section shall, on conviction thereof, for- ^^"*^*y- 

feit and pay a penalty of fifty dollars. 

Sec. 843. That when any person or per- SSfl^Ton- 
sons shall be sick or infected with smallpox, Slc^'^gS? to 
scarlet fever or diphtheria, or any other con- houSjf*^** ^^ 
tagious disease to be hereafter specified by 
the Board of Health, in any dwelling house, 
store, shop or rooms in the city of Newark, 
it shall be the duty of the Health Officer of 
said Board, to put up and maintain in a con- 
spicuous place on the front of said dwelling 
house, store, shop or other building, a card wi»t sign to 
or sign, on which the name of the disease 
shall be written or printed in plain letters, 
of such size as the Board of Health shall 
direct, which card or sign shall be so main- 
tained until the same shall be ordered to be 
removed by said Board. Any person or per- f^^^ ^^^^ 
sons, or corporation who shall remove, de- "«"• 
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face, injure, obscure, hide or cover up said 
card or sign, or cause the same to be re- 
moved, defaced, injured, obscured, hid or 
covered up, shall, on conviction thereof, for- 
feit and pay a penalty of fifty dollars. 

Infected house Sec. 844. No person shall let or hire any 

not to be let 

until disin- housc, or room in a house in which cholera, 

lected. 

smallpox, diphtheria, yellow, typhus, ty- 
phoid or scarlet fever has existed without 
having caused the house or premises con- 
nected therewith to be disinfected to the 
satisfaction of the Board of Health or the 
Health Officer. Any person or persons fail- 
ing to comply with, violating or offending 
against any of the provisions of this sec- 

Pcnaity. tion shall, on conviction thereof, forfeit and 

pay a penalty of fifty dollars. 

Persons, ex- Scc. 845. No persou shall bring or cause 

ceiit resiQeniSf 

with contagi- to be brouffht, into the city of Newark, any 

ous disease not o ' j ^ ^ 

to be brought person iufcctcd with any contae^ious dis- 

into city. ^ -^ . 1 r . , 

ease, except the same be a resident of said 

ctiy, and then only on a permit granted by 

Articles, com- the Board of Health : no person shall brine: 

municatmg ^ ^ 

disease. or cause to be brought into said city any 

article liable to propagate a communicable 
disease. Any person or persons or corpora- 
Penalty, tion offending against any of the provisions 
of this section, shall, on conviction thereof, 
forfeit and pay a penalty of fifty dollars. 
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Sec. 846. When death has been caused J'^c'SStaS 

disease; now 
buried and 



funeral con* 
ducted. 



by cholera, smallpox, diphtheria, mem- 
branous croup, typhus, scarlet or yellow 
fever, or any other contagious disease that 
may be hereafter specified by this Board, 
no dead body shall remain unburied for a 
longer time than twenty-four hours without 
a permit from this Board. When death has 
been caused by the above specified diseases, 
the body shall be immediately thereafter dis- 
infected and prepared for burial in such 
manner as may be directed by this Board, 
and the funeral of such person shall be 
strictly private (that is, the members of the 
immediate household only shall be present) 
and a hearse only shall be employed for the 
removal of the body. Any person or per- 
sons failing to comply with, violating or 
offending against any of the provisions of Penalty, 
this section shall, on conviction thereof, for- 
feit and pay a penalty of fifty dollars. 
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CHAPTER LXII. 



Marria^ to 
be certified to 
City Qerk 
30 days. 



in 



Penalty. 



Births to be 
certified to 
City Qerk in 
30 days. 



Penalty. 



Marriages^ Births and Deaths. 

Sec. 847. Every person having authority 
to solemnize marriages shall transmit to the 
City Clerk of this city a certificate of every 
marriage solemnized before him, within 
thirty days next thereafter, and said cer- 
tificate shall be made out on blank forms fur- 
nished by him for that purpose, and shall in- 
clude all facts required by said forms. Any 
person or persons failing to comply with or 
violating any of the provisions of this sec- 
tion shall, on conviction thereof, forfeit and 
pay a penalty of twenty dollars. 

Sec. 848. The physician or midwife pres- 
ent at the birth of every child bom in this 
city, and in case there is no physician or 
midwife present, the parent or witness pres- 
ent at said birth shall report in writing to 
the City Clerk of this^ City all particulars 
concerning said birth, called for on the 
blank forms furnished by him for that pur- 
pose, and said report shall be made within 
thirty days next after the date of said birth. 
Any person or persons failing to comply 
with, violating or offending against any of 
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. the provisions of this section shall, on con- 
viction thereof, forfeit and pay a penalty of 
twenty dollars. 

Sec. 849. No undertaker or other person Permit to bury 
shall bury in, or bring into, or remove from prcsentotion 
this city, the dead body of any person, with- of death, 
out first having received from the City 
Qerk of this city a permit so to do; said 
permit shall be granted only upon present- 
ing to him the certificate of death, which 
shall be in accordance with the requirements 
of the next following section, or when the 
body is brought into the city from without, 
upon recommendation of the Board of 
Health or the County Physician of Essex 
County. Any person or persons failing to 
comply with, violating or offending against 
any of the provisions of this section shall> 
on conviction thereof, forfeit and pay a pen- Penalty, 
alty of fifty dollars. 

Sec. 850. When any person shall die PhyricUms to 
within this city, the physician who may have tificatea of 
attended during the last illness shall fur- 
nish the undertaker or any member of the 
family a certificate of death, which certificate 
shall be made out on, and shall comprise all 
the facts stated in the blank forms furnished 
for that purpose by the City Clerk. Any 
person or persons failing to comply with, 
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to be dug. 



Penalty. 



violating or offending against any of the 
provisions of this section shall, on convic- 
tion thereof, forfeit and >pay a penalty of 
twenty dollars. 

Sec. 851. No person shall disinter or re- 
move from one burial place to another the 
body of any person without a permit so to 
do from this Board, and all graves shall have 
at least four feet of earth between the top 
of the coffin and the surface of the ground. 
Any person or persons or corporation of- 
fending against any of the provisions of 
this section shall, on conviction thereof, for- 
feit and pay a penalty of fifty dollars. 
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CHAPTER LXIII. 

The Plumbing Code. 
Sec. 852. Every master plumber who Master piumb- 

*^ '' ^ crs to regia- 

shall engage in business as a master plumber ter with Board 
in the city of Newark, N. J., and every un- 
registered master plumber now engaged in 
such business shall appear in person at the 
office of the Board of Health in said city, 
and register his name and place of business ; 
and shall give immediate notice to said 
Board of any change in said place of busi- 
ness. 

Every person failing to comply with any Penalty, 
of the provisions of this section shall, on . 
conviction thereof, pay a penalty of fifty 
dollars. 

Sec. 853. Before any portion of the Plans. of 

plumbings to be 

plumbing and draining system of any build- submitted to 
ing shall be constructed, there shall be filed by the Board, 
in the office of the Board of Health a plan 
and specification thereof signed by the 
owner, showing the said plumbing and 
drainage system entire, from its connection 
with the sewer, cesspool or vault throughout 
the entire building, together with the loca- 
tion of all fixtures, traps, ventilating pipes, 
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etc. Said plan and specifications must be 
approved by the Board of Health, and the 

^SSLr^to be ^^"^^ ^^ ^^^ plumber attached thereto be- 
attached. fore any portion of the work shall be exe- 

SlT^roved** c^^^^« Before any changes are made in the 
direction of pipes or location of fixtures, 
they must first be approved, and said 
changes made on the original plan on file. 

Chan*** Board ^" ^^^^ ^"^ changes or alterations in exist- 
to be notified, ing systems are made, the Board of Health 
must be notified of that fact, and, if in its 
judgment or the judgment of the Health 
Officer a plan of the new work is necessary. 
Drawings of the Same must be furnished. Drawings and 

previous ^ 

fii" fited* TS^ descriptions of the plumbing and drainage 
Board. of buildings erected prior to the passage of 

this regulation, must be placed on file in the 

office of the Board. 

Every owner of any building, or other 
person authorizing or directing any plumb- 
ing or drainage system, or alteration of the 
same in any building or elsewhere, who shall 
fail to comply with any of the provisions 
of this section, shall, on conviction thereof, 
Penalty. pay a penalty of fifty dollars for the first 

offense, and the sum of one hundred dollars 
for the second and each subsequent offense. 

Fee for filing Sec. 854. When an original plan of any 
^ *"*' plumbing and drainage system is filed in the 
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office of the Board of Health, a fee of two 
dollars will be charged to defray the expense 
of inspecting the plans, of filing and Super- 
intending the testing of the system. Every 
new plumbing system must be tested by to*^5e®^^*ed' 
the plumber, by the smoke, water, air or 
peppermint test, at the option and under the 
supervision of the Plumbing Inspector of the 
Board of Health, after the several lines of 
soil, vent and waste pipes, with their respec- 
tive branches, are in place and the lead con- 
necting pieces are attached. Also all brass 
screw plugs for cleanouts of traps, etc., on P«»ps, etc., to 

■^ ^ *^ ' ' be m position 

house drain, must be in position at time of "^^^^ tested. 
testing the system. The fresh air inlet and 
house drain must be extended to outside of 
foundation wall before test is made. The 
Health Officer shall be notified by the plum- ^^^^^f^' 
ber when the plumbing and drainage system J^*** comS^ted 
of any building, or any portion thereof, is 
completed and ready for inspection and test- 
ing. Any such system put in and covered 
without due notice to the Health Officer 
must be uncovered for examination at the 
direction of said officer. All defective pipes 

and fittings must be removed and replaced 
with new. 

Sec. 855. All houses and other buildings Buildings to 
on premises abutting on a street in which a ^t/y li^nedt- 
sewer is laid, shall be separately and inde- *^ ^**^ ^'^^^' 
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pendently connected with said sewer by the 
owner, agent or lessee of said premises, un- 
less lipon application made, the Board of 
Health shall otherwise direct. 

Sec. 856. No building or premises shall 
be connected with any sewer, cesspool or 
vault, without a permit first obtained from 
the Board of Health, and it is further re- 
quired that the permit shall be kept on hand 
during the progress of the work to which 
it relates, and that it shall be exhibited when- 
ever required by the officers of this Board. 
The condition of this permit must be strictly 
complied with. This regulation applies to 
all sewers, whether on private property or 
in public streets or alleys. 

Any person or persons violating any of 
the provisions of this or the preceding sec- 
tion, shall, on conviction thereof, pay a pen- 
alty of fifty dollars. 

Sec. 857. Before laying the drain from 
the building to the sewer, cesspool or vault, 
and after the trench is graded, the bottom 
of the trench must be carefully rammed to 
avoid unequal settling of the drain. After 
the pipe is laid, as the trench is filled, the 
earth must be tightly rammed as nearly as 
possible to its original compactness. Tun- 
neling is prohibited, unless the consent of 
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the Board of Health thereto has first been 
obtained. 

Sec. 858. Where the ground is made or Cast iron pipe 

/.,,,. . , ., . , where ground 

nlled m, or in any case where there is danger is made, 
of settlement from frost or from any cause, 
and when cesspools are used, the house 
sewer must be of extra heavy cast iron pipe, 
with lead joints properly caulked, and in no 
case to be less than four inches in diameter. 

Sec. 859. When a proper foundation where foun- 
consisting of a natural bed of earth, rock, urai earth, 
etc., can be obtained, the house sewer from to be useS!^*^ 
the main sewer in street to within five feet 
of foundation wall can be of salt-glazed 
earthenware pipe. None but licensed mas- Licensed 
ter plumbers will be permitted to alter, re- Sirowed"to''"aC 
pair or make connections to any part of the etc! "^**'"* 
plumbing system, house drain or house 
sewer of any building, unless by special per- 
mission from the Board of Health. Other others to lay 
contractors having a proper license will be ffnT only. *^"*^^ 
permitted to lay house sewer from main 
sewer in street to the curb line only. Old 
house drains shall not be used in connection oid drains; 
with new buildings or new plumbing, except ^**^" ^^^' 
by permission from the Board of Health or 
the Health Officer. In no case shall ear- Earthenware 
thenware pipe be used for sewage or leader ^^^' 
purposes within a distance of five feet of the 
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foundation walls of any building. The 
house drain and all vertical soil and vent 
pipes must be what is known in commerce, 
as "extra heavy cast iron." All branch 
vents must be of heavy brass, galvanized 
wrought iron pipe with screwed joints, or 
what is known as "D" lead pipe. The 
house drain must properly connect with the 
house sewer at a point not less than five feet 
outside of the outer front vault, area wall 
or foundation wall of any building. Neces- 
sary offsets above the highest fixture branch 
must not be made at an angle of less than 
forty-five degrees to the horizontal. Soil 
and waste pipes must have proper "Y" 
branches for all fixture connections. Branch 
soil and waste pipes must have a fall of at 
least one-quarter inch per foot. Short "T 
Y" branches will be permitted on vertical 
lines only. Long sweep one-quarter bends 
and long "T Y" are permitted. Short one- 
quarter bends, double hubs, short roof in- 
creasers, common offsets, bands and saddles 
are prohibited. 

Sec. 860. When a building is to be con- 
nected with a sewer, cesspool or vault, it 
must be connected by a drain not less than 
four inches in diameter, having a fall not 
less than one-quarter of an inch to the foot, 
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if practicable. Old drains can not be used 
for new houses, except by permission from 
the Board of Health. 

Sec. 86 1. When there is no sewer in the 
street on which a building. faces, and it is 
necessary to construct a private sewer to 
connect with a sewer on an adjacent street 
or avenue, it must be laid outside the curb, 
under the roadway of the street, and not 
through yards or under houses, without a 
special permit from the Board of Health. 

Sec. 862. House dram connections, with 
pipe sewers, must be made with "Y" 
branches in all cases where possible. 

Sec. 863. All horizontal drains within 
and to a distance of six feet beyond the 
walls of buildings, shall be of extra heavy 
cast iron, with caulked leaden joints, and 
shall be so located as to be readily accessible 
for inspection. If possible the house drain 
must be above the cellar floor. The house 
drain must be supported at intervals of not 
more than ten feet by eight inch brick piers, 
or suspended from the floor beams, or be 
otherwise properly supported by heavy pipe 
hangers at intervals of not more than ten 
feet. The use of pipe hooks for supporting 
house drains is prohibited. All brick piers, 
pipe hangers and supports must be in posi- 



Private sewer 
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tion before test is made, same to be fur- 
nished by the contracting plumber unless 
otherwise specified by the architect. The 
house drain and all soil and waste pipes 
shall have a fall of at least one-quarter inch 
to the foot, and more if possible. Said 
drains shall be provided with openings for 
cleansing purposes, the same to be closed by 
extra heavy brass screw plugs. 

Sec. 864. The house drain and house 
sewer must be run as direct as possible with 
a fall of at least one-quarter inch per foot. 
All changes in any direction must be made 
with proper fittings, and all connections 
made with "Y" branches and one-eighth or 
one-sixteenth bends. In no case shall the 
house sewer be less than six inches in 
diameter. Where rain water discharges into 
the house drain, the house drain must be at 
least five inches in diameter up to the leader 
connections. Full size "Y" branches for 
hand hole cleanouts must be provided where 
required on house drain and its branches. 
In no case shall said cleanouts be more than 
twenty feet apart. Where underground, 
properly built brick pits must be provided 
by the contracting plumber. 

An extra heavy cast iron running trap 
with a double hand hole must be placed on 
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the house drain near the wall of the building 
and on the sewer side of all connections, 
except a drip pipe, where one is used. If 
placed outside of the house or below the 
cellar floor, it must be made accessible in a 
brick manhole, the walls of which must be 
eight inches thick, with an iron or flagstone 
cover. When outside of the house it must 
never be less than four feet below the sur- 
face of the ground. The house trap must 
have two extra heavy brass ferrules caulked 
in for cleaning purposes. 

Sec. 865. A fresh-air inlet, not less than ^J^^jth^hiSse 
four inches in diameter, must be connected <ira^»- 
with the house drain just inside of the house 
trap. Where underground it must be of 
extra heavy cast iron pipe. Said fresh-air 
inlet to have an opening to the outer air at 
least ten feet from any window or cold air 
duct, or placed at the curb line in a properly 
constructed pit, built of brick and hydraulic 
cement, walls of same to be eight inches 
thick, and bottom of said pit to be eighteen 
inches below the bottom of the fresh-air 
inlet pipe. Said pit must be covered by a 
flagstone, fitted with a removable iron grat- 
ing leaded into the stone and having open- 
ings in area to the area of the fresh-air 
inlet pipe. When the house drain is more 
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than six inches in diameter the fresh-air inlet 
pipe must be six inches in diameter. 

^ranl^'wMte Sec. 866. The diameter of soil and waste 

pipes. pipes must not be less than those given in 

the following table: 

Main soil pipes 4 inches 

Main soil pipes for water closets on 

five or more floors 5 inches 

Main soil pipes for tenement houses 
or factories exceeding three 

stories .' 5 inches 

Branch soil pipes 4 inches 

Main waste pipes 2 inches 

Main waste pipes for kitchen sinks 

on four or more -floors. : 3 inches 

Branch waste for laundry tubs. . . .2 inches 
Branch waste for kitchen sinks. . . .2 inches 

Branch waste for urinals 2 inches 

Branch waste for slop hoppers .... 3 inches 
Branch waste for other fixtures. . ij4 inches 

Branch waste All branch wastc from main house drain, 
when under ground, must be of not less 

Soil, vent and than three inches in diameter. All soil, 

waste pipes. 

vent and waste pipes shall be as direct and 

concentrated as possible, protected from 

frost and readily accessible for inspection 

Pipes in parti- and Convenience in repairing:. When placed 

tions; how . . ^ , j .,, 

covered. m partitions, pipes must be covered with 

woodwork, fastened with screws — not with 
nails. 
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Sec. 867. All drain, soil, waste, vent and 
supply pipes shall be as direct and concen- 
trated as possible, protected from frost, and 
readily accessible for inspection and con- 
venience in repairing. When necessarily 
placed within partitions or recesses in 
walls, soil and waste pipes must never be 
covered except with woodwork, said wood- 
work to be so fastened with screws (never 
nails) as to be readily removed. 

Sec. 868. When the soil or waste pipe 
receives the discharges of fixtures on any 
floor above the first, they must be extended 
in full calibre at least two feet to and above 
the roof coping, and twenty feet away from 
all air shafts, windows or ventilating open- 
ings. When less than four inches in dia- 
meter they must be enlarged to four inches 
at a point not less than one foot below the 
roof surface by an increaser, not less than 
nine inches long. No caps or cowls shall 
be affixed to the top of such pipes, but a 
strong copper wire basket or guard shall be 
provided. 

Sec. 869. There shall be no traps placed 
on vertical soil and waste pipes. 

Sec. 870. All changes in direction in 
cast or wrought iron pipes shall be made 
with curved pipes, and all connections shall 
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be made with "Y" branches and one-six- 
teenth or one-eighth bends. 

Sec. 871. Soil, waste and vent pipes in 
an extension must be extended above the 
roof of the main building, when otherwise 
they would open within twenty feet of the 
windows of the main house or any adjoin- 
ing house. 

Sec. 872. The least diameter of soil pipe 
permitted is four inches. A vertical waste 
pipe into which a line of kitchen sinks dis- 
charges must be at least three inches in 
diameter, if receiving the waste of five or 
more sinks, and shall have two inch 
branches. 

Sec. 873. When lead pipe is used to con- 
nect fixtures with • vertical soil or waste 
pipes, or to connect traps with vertical vent 
pipe, it must not be lighter than "D" pipe. 

Sec. 874. All connections of lead with 
iron pipes must be made with a brass 
sleeve or ferrule of the same size as the 
lead pipe, put in the hub of the branch of 
the iron pipe and caulked with lead. The 
lead pipe must be attached to the ferrule 
by a wiped joint. All connections of lead, 
vent and waste pipes shall be made by 
means of wiped joints. 
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Sec. 875. Every fixtuFe must be separ- '^'^^p*- 
ately and independently trapped by a water 
sealing trap placed as close to the fixture 
outlet as possible. All traps must be set 
true with respect to their water levels. All 
traps must have a water seal of at least one 
and one-half inches. Traps with interior 
chamber or mechanism are prohibited. In 
no case shall the waste pipe from any fix- 
ture be connected to a water closet trap. 
Leaders must not be connected to water 
closet traps. All exposed or accessible 
traps, except water closet traps, unless same 
be placed in yard, must have brass screws 
for cleaning the trap. All iron traps for 
house drains, yard and other drains and 
leaders must be running traps with hand 
hole cleanouts of full size of the traps. 
All traps underground must be made acces- 
sible by brick manholes with proper covers 
of flagstone or iron. Overflow pipes from 
fixtures must in all cases be connected on 
the inlet side of the trap. No trap stall be 
placed at the foot of any vertical soil or 
waste pipe. 

Sec. 876. Traps must be placed as near Je»*L^a7c8 
the fixtures as practicable, and in no case 
shall a trap be more than two feet from 
the fixture. 
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Each and every trap shall be ventilated 
either by a special vent pipe of suitable 
size, extending at least two feet above the 
highest part of the house (or into a spec- 
ial pipe erected for ventilating purposes 
only, in which case the area of the special 
vent must be increased as it passes up- 
ward, so as to correspond to the com- 
bined area of all branch vents passing into 
it.) 

Sec. 877. All traps must be protected 
from siphonage and back pressure, and the 
drainage system ventilated by special 
lines of vent pipes. All vent pipe branch 
lines must be so arranged as to drip into 
the vertical vent line. The vertical vent 
lines may be connected with the adjoining 
soil or waste line well above the highest 
fixture, but this will not be permitted 
when there are fixtures on more than four 
floors. All soil and vent pipes issuing 
from Extension roof or elsewhere, which 
would otherwise open within twenty feet 
of the window or air shaft of any building, 
must be extended above the highest roof, 
and well away from and above all win- 
dows. No sheet metal, brick or other 
flue shall be used as a vent pipe. The 
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sizes of the vertical vent pipes must not 
be less than the following : 

For a group of fixtures on one floor (not 
exceeding six) may be two-inch vent 
(water closets excepted) ; 

For two and three floors, three-inch 
vent; 

For four or more floors, four-inch vent. 

Branch vent pipes must be kept above 
the top of all connecting fixtures, to pre- 
vent the use of vent pipes to act as soil or 
waste pipes. They will not be permitted 
lower than the top of the highest fixture 
in the group. Branch vent pipes should 
be connected as near to the crown of the 
trap as possible. The use of the McClel- 
lan vent is prohibited. The sizes of the 
branch vents for the different fixtures 
throughout the building must not be less 
than the following: 

For water closets and slop sinks, two 
inches. 

For all other fixtures, one and one-half 
inches in diameter. 

Earthenware traps for water closets and 
slop sinks must be ventilated from the 
branch soil or waste just below the trap, 
and this branch vent pipe must be so con- 
nected as to prevent obstruction, and no 
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waste pipe connected between it and the fix- 
ture. Earthenware traps must have no vent 
horns. 

All offsets must be made at an angle of 
not less than forty-five degrees to the hor- 
izontal, and all vent lines must be con- 
nected at the bottom with a "Y" branch 
to soil or waste pipe or house drain in 
such a manner as to prevent the accum- 
ulation of rust scale. 

Sec. 878. Vent pipes must extend two 
feet above the highest part of the roof or 
coping, the extension to be not less than 
four inches in diameter, to avoid obstruc- 
tion from frost, except in cases where the 
use of smaller pipes is permitted by the 
Board of Health. Where more conveni- 
ent, vent pipes from traps, or combina- 
tions of the same, may be connected to 
the main soil pipe extension above the 
highest waste inlet. These vent pipes 
must always have a continuous slope, to 
avoid collecting water by condensation. 

Sec. 879. No trap vent pipe shall be 
used as a waste or soil pipe. 

Sec. 880. Waste pipes from safes under 
fixtures shall be discharged into an open 
sink or upon the cellar floor. In no case 
shall they be connected with the soil pipe, 
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house drain or sewer. The waste pipe 
from refrigerators shall in no case be di- 
rectly connected with any soil or waste 
pipe, or with any drain or sewer, or dis- 
charge upon the ground. 

Sec. 88 1. The sediment pipe from ^f^s"?*kuchen 
kitchen boilers must never be connected ''o^**'"^- 
to any part of the plumbing or drainage 
system of any building. Kitchen boilers 
must be provided with a proper draw cock 
for emptying purposes. 

Sec. 882. Water closets must never be JJ^j;,*^^onlt?SS'l 
placed in an unventilated room or com- «<^' 
partment. In every case the compartment 
must be open to the outer air, or be venti- 
lated by means of a shaft or air duct. In 
all buildings the outside partitions of 
water closet compartments must extend 
to the ceiling, or be independently sealed 
over, and these partitions must be air 
tight. The general water closet accom- 
modations for a tenement or lodging 
house cannot be placed in the cellar. 
Water closets when placed inside of build- 
ings must be set open and free from all in- 
closing woodwork. Pan and all forms of 
plunger water closets and offset water 
closets are prohibited. Water closets 
when placed in the yard must have a pit 
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built under same at least three and one- 
half feet deep, walls of same to be not less 
than eight inches thick, built of brick or 
ciSet8^*hcw stone and hydraulic cement. Yard water 
constructed, closets must be Separately and effectively 
trapped by an extra heavy cast iron trap 
placed at the bottom of the pit to prevent 
freezing. Soil pipe from .same must be 
extra heavy cast iron and extend at least 
five feet outside of brick or stone pit. 
When yard water closets are placed twen- 
ty feet or more distant from any building, 
the traps of same may be ventilated to 
and above the roof of the water closet 
compartment ; but when water closets are 
placed at a distance of less than twenty 
feet from any building, the ventilating 
pipe of same must be extended to and 
above the roof of the main building. In 
no case shall such a vent pipe be less than 
four inches in diameter, unless there be 
other branch waste, soil or vent pipes ex- 
tending to and above the main roof of 
front building. Where such is the case, 
vent pipes from yard water closets must 
not be less than three inches in diameter. 
All yard water closets must be provided 
with anti-freezing valves for flushing pur- 
poses, placed at the bottom of pit; the 
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drip pipe of same must be properly sold- 
ered or coupled to the cap of the brass 
cleanouts of the trap. Cast iron covers 
for traps and cleanouts are prohibited. 
Long cast iron hopper water closets will 
not be permitted inside of any building 
unless there be an exposure to frost, in 
which case the trap of same must be boxed 
and packed with mineral wool to prevent 
freezing. Where water closet or other 
fixture traps are of iron, they must be 
porcelain lined. Drip trays must be en- 
amelled on both sides and properly se- 
cured in place. Iron water closet and 
urinal cisterns and automatic water closets 
and urinal cisterns are prohibited. Water 
closet flush pipes must not be less than 
one and a quarter inch, and urinal flush 
pipes one inch in diameter, and if of lead, 
must not weigh less than two and one- 
half pounds, and two pounds per lineal 
foot. Flush couplings must be of full size 
of the pipe. Latrine trough water closets 
and similar appliances may be used only 
on permission granted by the Health Ofii- 
cer. All urinals must be constructed of Urinais. 
materials impervious to moisture, that 
will not corrode under the action of urine. 
The floor and walls of the urinal apart- 
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ments must be lined with similar non- 
absorbent and non-cqrrosive material. 
Latrine trough water closets and trough 
urinals must be enameled or galvanized 
castiron. In tenement houses and lodging 
houses, sinks, bathtubs, wash bowls and 
all other fixtures must be entirely open 
and free from Inclosing woodwork. All 
fixtures must be supported on iron or 
brass brackets or legs. 

Sec. 883. All water closets within the 
house must be supplied with water from 
separate tanks or cisterns, the water of 
which is used for no other purpose. A 
group of closets oh the same floor may be 
supplied from one tank. 

Sec. 884. Water closets, when placed 
in the yard, must be so arranged as to be 
conveniently and adequately flushed, and 
their water supply pipes and traps must 
be protected from freezing. The compart- 
ment of such water closets must be venti- 
lated by means of slatted openings in the 
doors and roof. 

Sec. 885. All waste, overflow or vent 
pipes shall be of lead, cast or wrought 
iron. 

Sec. 886. All buildings shall be kept 
provided with proper metallic leaders for 
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conducting water from the roofs in such 
a manner as shall protect the walls and 
foundations of said buildings from injury. 
Inside leaders must be of cast iron or gal- 
vanized wrought iron pipe with roof con- 
nections made gas and water tight by 
means of a heavy lead or copper drawn 
tubing wiped or soldered to a brass fer- 
rule or nipple, caulked or screwed into the 
pipe. Outside leaders may be of sheet 
metal, but they must connect with the 
house drain by means of a cast iron pipe 
extending vertically five feet above the 
grade level. All leaders must be trapped 
with an extra heavy cast iron trap so 
placed as to be accessible and to prevent 
freezing. Rain water leaders must not be 
used as soil, vent or waste pipes, nor shall 
any such pipe be used as a leader. 

Sec. 887. No steam exhaust, boiler steam. cxhatist 

' • ' etc., pipe not 

blow-off or drip pipe shall be connected connected with 

'^ '^ '^ house drain. 

with the house drain or sewer. Such 
pipes must first discharge into a proper 
condensing tank, and from this a proper 
outlet to the house sewer outside of the 
main trap of building must be provided. 
In low pressure steam system the con- 
densing tank may be omitted, but the 
waste connection must be otherwise, as 
above required. 
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Sec. 888. Cellar and foundation walls 
must be rendered impervious to damp- 
ness, and the use of asphaltum or coal tar 
pitch, in addition to hydraulic cement, is 
recommended for that purpose. 

Sec. 889. Cellars and areas shall not be 
connected to the house drain, unless ab- 
solutely necessary. If connected with the 
house drains, running traps with cut-off 
valves and proper water supply must be 
provided. Dry cesspools must be used to 
care for surface water from cellars and 
areas when practicable. 

Sec. 890. Sub-soil drains must be pro- 
vided when necessary, and in no case shall 
these drains have a direct connection with 
the sewer or the drainage system of any 
building. The contents of said receiving 
tank must be lifted or discharged into a 
proper water supplied open sink. 

Sec. 891. Yard and open light courts 
must always be properly graded, cement- 
ed, flagged or well paved, and properly 
drained ; when the drain is connected with 
the house drain it must be effectively 
trapped. 

Sec. 892. Wooden wash trays are pro- 
hibited. Each compartment of the wash 
trays shall have a separate bottom outlet. 



76 



Water closets 
and other 
fixtures to be 
flushed; how 
done. 



with a through and through fitting, and 
overflows shall be external to the wash 
trays. 

Sec. 893. All water closets and other 
fixtures must be provided with a suffi- 
cient supply of water for flushing to keep 
them in a proper and cleanly condition. 
When the water pressure is not sufficient 
to supply freely and continuously all fix- 
tures, a house supply tank must be pro- House supply 
vided, of sufficient size to afford an ample 
supply of water to all fixtures at all times. 
Such tanks must be supplied from the 
pressure or by pumps, as may be neces- 
sary. When from the pressure, ball-cocks 
must be provided. If water pressure is 
not sufficient to fill house tanks, power 
pumps must be provided for filling them 
in tenement houses, lodging houses, fac- 
tories and workshops. Tanks must be 
covered so as to exclude dust, and must 
be so located as to prevent water contam- 
ination by gases and odors from plumbing 
fixtures, or other causes. House supply 
tank must be of wood or iron, or of wood 
lined with tinned and planished copper 
(never lead). The overflow pipe should 
discharge upon the roof where possible, 
and in such cases should be brought down 
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to within six inches of the roof, or it must 
be trapped and discharged over an open 
and water supplied sink. In no case shall 
the overflow be connected with any part 
of the plumbing system. Emptying pipes 
for such tanks must be provided and be 
discharged in the manner required for 
overflow pipes. No service pipes or sup- 
plying pipes should be run, and no tanks, 
flushing cistern or water supplied fixtures 
should be placed where they will be ex- 
posed to frost. Where so placed they 
shall be properly boxed and packed with 
mineral wool in such manner as to pre- 
vent freezing. 

Materials to Sec. 894. All materials must be of the 

be best quali- 

ty. best quality, free from defects, and all 

work must be executed in a thorough and 
workmanlike manner. All cast iron, soil 
and vent pipes and fittings must be un- 
coated, sound, cylindrical and smooth, 
free from cracks, sand holes and other de- 
fects, and of uniform thickness, and of the 
grade known in commerce as "extra 
heavy." All cast iron pipe, including the 
hub, shall weigh not less than the follow- 
ing average weights per lineal foot : 
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Weights per 
Diameters. Lineal Foot. 

2 inches 5j4 pounds 

3 inches 9/4, pounds 

4 inches 13 pounds 

5 inches 17 P<^unds 

6 inches 20 pounds 

• 7 inches 27 pounds 

8 inches 33/4 pounds 

10 inches 45 pounds 

12 inches 54 pounds 

Sec. 895. The size, weight and maker's f^^^^^l "*"* 
name must be cast on each length of the p^^^ 
soil and vent pipes. All joints must be l^ll^> ^»<^^ 
made with picked oakum and molten lead, 
made gas and water tight. Twelve (12) 
ounces of fine, soft pig lead must be used 
at each joint for each inch in the diame^ 
ter of the pipe. Fittings for vent pipes 
on wrought iron or brass pipes must be of 
cast or malleable iron or brass. All brass 
pipe for vent and waste pipes and solder 
nipples must be thoroughly annealed, 
seamless, drawn, brass tubing of a stand- 
ard iron pipe gauge. Connections on 
brass pipe and between brass pipe and 
traps on iron pipe must not be made with 
slip joints or couplings. Threaded con- 
nections on brass pipe must be of the same 
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size as iron pipe threads for same size of 
pipe and be tapered. All connections of 
lead with iron pipes must be made with 
an extra heavy brass ferrule. The lead 
pipe must be attached to the ferrule by a 
wiped joint. All connections of lead, vent 
and waste pipes must be made by means 
of wiped joints. Overcast or cupped 
joints will not be permitted on any part of 
the plumbing system. 

Sec. 896. Brass screw caps for clean- 
outs must be extra heavy, and not less 
than one-eighth of an inch thick. The 
screw cap must have a solid square or 
hexagonal nut, not less than one inch high 
with a diameter of one and one-half 
inches. The body of the cleanout ferrule 
must at least equal in weight and thick- 
ness the brass caulking ferrule for the 
same size of pipe. Where cleanouts are 
required by the rules and by the approved 
plans, the screw cap and body must be 
of extra heavy brass. The engaging parts 
must have not less than six threads of 
iron pipe size and be tapered. Cleanouts 
must be of full size of trap up to four 
inches in diameter, and not less than four 
inches for larger traps. The use of lead 
pipe is restricted to the short branches of 
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the soil, vent and waste pipes, bends and 
traps, roof connections of leaders and 
flush pipes. 

Sec. 897. Brass ferrules must be of the ®SS; ^^^' 
best quality, extra heavy cast brass, not fjjf *"^ **"*^' 
less than four inches long and two and 
one-quarter, three and one-half inches 
and four and one-half inches in diameter, 
and not less than the following weights : 

Diameters. Weights. 

2^ inches i pound o ounces 

3J4 inches i pound 12 ounces 

4^ inches 2 pounds 8 ounces 

One and one-half inch ferrules are not 
permitted. Soldering nipples must be 
heavy cast brass, or of brass pipe, iron 
pipe size. When cast they must not be 
less than the following weights : 

Diameters. Weights. 

I J/2 inches o pounds 8 ounces 

2 inches o pounds 14 ounces 

2 J4 inches -. . . . i pound 6 ounces 

3 inches 2 pounds o ounces 

4 inches 3 pounds 8 ounces 

Sec. 898. All lead waste, soil, vent and ^'^^'^ "^""^^^ 
flush pipes must be of the best quality, 
known in commerce as "D"' and of not 
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less than the following weights per lineal 
foot: 

Weights. 
Diameters. Per Lineal Foot. 
I J4 inches (for flush pipes only) t^/z pounds 
I J4 inches 3 pounds 

2 inches 4 pounds 

3 inches 6 pounds 

4 and 4j4 inches .8 pounds 

The waste pipes from any plumbing fix- 
ture in any building shall not be connected 
with the lead bend of any water closet, but 
there must be a separate "Y" branch out- 
let left in the soil pipe for all other plumb- 
ing fixtures. 

All lead traps and bends must be of the 
same weight and thickness as their corre- 
sponding pipe branches. Sheet lead for 
roof flashings must not be less than four 
pounds to the square foot and must ex- 
tend not less than six inches from the 
pipe, and the joint must be made water- 
tight. • 

House Sew- Scc. 899. The term "House Sewer" is 
applied to that part of the main drain or 
sewer extending from a point five feet 
outside of the outer face of the outer front 
vault or area wall to its connection with 
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the public sewer, private sewer or cess- 
pool. 

The term "House Drain" is applied to d^fnf" how 
that part of the main horizontal drain and app^i«<^- 
its branches inside the walls of the build- 
ing and extending to and connecting with 
the house drain. 

The term "Soil Pipe" is applied to any ;^f appi&'i' 
vertical line of pipe extending through 
the roof, receiving the discharge of one 
or more water closets with or without 
other fixtures. 

The term "Waste Pipe" is applied to Z^\*^pF>d'^" 
any pipe extending through the roof, re- 
ceiving the discharge from any fixture, ex- 
cept water closets. 

The term "Vent Pipe" is applied to any h^^%^|P5;" 
special pipe provided to ventilate the sys- 
tem of piping and to prevent trap siphon- 
age and back pressure. 

Sec. 900. No master plumber shall build confJ>rm^t*o 
or erect any plumbing or drainage system fhu ordinance 
or any part thereof or make any change or 
alteration in any plumbing or drainage 
system, heretofore existing or hereafter 
to be built or erected, or any portion or 
part thereof, unless the same shall con- 
form in all its details to the particulars set 
forth in Sections 855 to 899 inclusive of 
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this ordinance; and any master plumber 
or plumbers who shall fail to comply with 
any of the provisions of Sections 855 to 
899 inclusive, or who shall build or erect 
any plumbing or drainage system or any 
part thereof, or make any change or alter- 
ation in any such plumbing or drainage 
system heretofore existing or hereafter to 
be built or erected, or any part thereof, 
which shall fail to comply with and con- 
form to any of the provisions of Sections 
855 to 899 inclusive, shall, upon conviction 
thereof, pay a penalty of fifty dollars for 
the first offense, and for a second offense 
the sum of one hundred dollars, and for 
each subsequent offense the sum of one 
hundred dollars to the said Board of 
Health of the City of Newark. 

Every owner, lessee or occupant of any 
building or part thereof, or of any prem- 
ises or part thereof, and every other per- 
son who shall knowingly erect or build, or 
cause to be erected or built, or who shall 
maintain or cause to be maintained there- 
on any plumbing or drainage system or 
any part thereof, or any change or altera- 
tion in any plumbing or drainage system, 
heretofore existing or hereafter to be built 
or erected, or any part thereof, which 
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shall fail to comply with and conform to 
any of the provisions of Sections 855 to 
899 inclusive, shall, upon conviction there- 
of, forfeit and pay a penalty of fifty dollars 
for the first offense, and for a second and 
each subsequent offense the sum of one 
hundred dollars to the Board of Health of 
the City of Newark. 

Every owner, lessee or occupant of any Jring^piumb- 
building or part thereof, and every other £of,^ing*^to 
person who shall use any plumbing or ordinance. 
drainage system or part thereof, or any 
change or alteration in any plumbing or 
drainage system heretofore existing or 
hereafter to be built or erected, or part 
thereof which shall in any particular fail 
to comply with and conform to any of the 
provisions of Sections 855 to 899 inclusive, 
shall, upon conviction thereof, forfeit and 
pay a penalty of fifty dollars for the first 
offense, and for the second and each sub- 
sequent offense the sum of one hundred 
dollars to the Board of Health of the City 
of Newark. 
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ADDENDA. 

An Ordinance Prohibiting Expectora- 
tion on THE Floors or any Part of 
THE Interior of the Street Cars or 
Other Public Conveyances^ or any 
Public Building^ and Providing a 
Penalty Therefor: 

Preamble. ' Whcreas, expcctoration in street rail- 
way cars or other public conveyances, or 
in any public building, is deemed by the 
Board of Health of the City of Newark to 
be prejudicial to the health of its citizens; 
therefore 

Be it ordained by the Board of Health 
of the City of Newark, as follows : 
Expectoration Scction I. No pcrson shall expectorate 

in public place , n r t • • 

prohibited. upou the floor OT any part of the interior 
of any street railway car, or other public 
conveyance, or any public building in the 
city of Newark. 

Penalty. Scc. 2. Any person who shall violate 

the provisions of this ordinance shall be 
fined for the first offense ten dollars ($io) 
and for the second and any subsequent of- 
fense twenty-five dollars ($25). 
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Sec. 3. Officials in charge and control ^^^^^ *° ^ 
of street railway cars or other public con- 
veyances, or of any public building, shall 
post, and keep posted, in a conspicuous 
place, one or more printed notices of the 
provisions of this ordinance prohibiting 
expectoration, and the conductor or con- 
ductors of any such cars or other public 
conveyances, and the janitor or persons 
in charge of any such public buildings, 
shall call the attention of all violators of 
this ordinance to such notice and shall re- 
port any violations thereof, with a de- 
scription of the persons offending against 
this ordinance, immediately to the Board 
of Health of the said city, and any such 
person failing to post the notices required Penalty for 
by this section, and to make the report notice. 
herein provided for, for failure so to do 
shall forfeit and pay a fine of five dollars 

($5). . 

Sec. 4. This ordinance shall take effect 
immediately. 

Passed February 7, A. D., 1899. 
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An Ordinance to Provide for the Re- 
moval OF Persons Sick with Small- 
pox TO THE Isolation Hospital of 
THE City of Newark and to Isolate 
SUCH Sick Persons who Cannot be 
so Removed Without Undue Risk: 



Preamble. Whcrcas, In the judgment of the Board 

of Health of the City of Newark, it is 
necessary for the public health and safety, 
and to prevent the spread of the infection, 
that all persons sick with the disease of 
small pox be removed to a suitable place, 
where they can be properly isolated and 
treated : 

Be it ordained by the Board of Health 
of the City of Newark : 

Smallpox pa- Section i. That all persons sick with 
reim>Ted to Is- the disease of small pox shall be removed 
pitai?" ^ to the Isolation Hospital of the city of 
Newark, where such removal can be ac- 
complished without any undue risk to the 
person diseased. 

Sec. 2. And be it ordained, that when- 
ever the Health Officer is informed, or 
has reason to believe, that any person in 
the city of Newark is sick with the disease 
of small pox, he shall forthwith cause 
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such person to be examined by two repu- 
table and expert physicians, who shall re- 
port to him in writing whether such per- 
son is sick with the smallpox, and if so 
sick, whether such person can be removed 
without undue risk ; if such physicians re- Report, 
port that the said person is sick with 
small pox and can be removed without 
any undue risk, the Health Officer shall 
forthwith, if the Board of Health be not 
in session, remove, or cause to be removed 
such sick infected person to the said Isola- 
tion Hospital; if the Board of Health be 
in session, he shall refer said report to 
the Board for action, and the Board shall 
immediately act thereon, and direct the 
removal of said infected sick person to 
said Hospital; in case said physicians re- if undue risk, 
port such person to be sick with small Ewiated where 
pox, but that the removal cannot be ac- 
complished without undue risk, or, shall 
report that they are unable to determine 
whether such sick person is then infected 
with small pox, the Health Officer shall 
cause such sick person to be properly iso- 
lated in the building where he or she may 
then be, until all danger of infection from 
such person is removed. 



89 



fusrtTbeTe- Scc. 3. And be it ordained, that if any 
tJate^to ^ue' such person, sick with the small pox, shall 
warrant. refuse to be removed to said Isolation. 

Hospital from the building where he or 
she may be, upon the direction of the 
Health Officer of this Board, as aforesaid, 
or if any person shall forcibly resist, or at- 
tempt to resist such removal, the Health 
Officer shall apply to a magistrate of the 
city of Newark for a warrant to remove 
such infected sick person in accordance 
with law and the provisions of this ordi- 
SJistance.**' nancc. Any and all persons who shall for- 
cibly resist or attempt to resist the re- 
moval of any such infected sick person by 
the Health Officer, or under his direction, 
or under the direction of the Board, shall 
forfeit and pay a penalty of fifty dollars. 

Sec. 4. And be it ordained, that this or- 
dinance shall take effect immediately. 
Passed December 3, A. D., 1901. 
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An Ordinance Relating to and Regu- 
lating THE Sale of Milk in the 
City of Newark^ New Jersey. 



Be it Ordained by the Board of Health 
of the City of Newark : 

1. That any person, partnership or cor- 
poration engaged in the sale of milk in the 
City of Newark, shall furnish forthwith, 
when requested so to do by said Board of 
Health, Health Officer or any Inspector 
thereof, a true statement in writing upon 
blanks to be supplied by said Board of 
Health, setting forth the locality from 
which said milk was procured, and also a 
full and complete list of the persons from 
whom said milk was purchased, and the 
names and addresses of all persons or cus- 
tomers to whom such persons selling said 
milk in said city shall supply or deliver the 
same ; and said blanks when so filled in shall 
be signed by the persons selling such milk 
in said city, and in the case of a partnership 
or corporation by such person as shall be 
authorized to do so. 

2. That it shall be the duty of every per- 
son, partnership or corporation engaged in 
the sale of milk in said city to notify, in 
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writing, said Board of Health immediately 
upon changing the source of supply of said 
milk of such change, and such notice shall 
also state the name or names of persons 
supplying said milk and the localities from 
which the same is procured. 

3. That no person, partnership or cor- 
poration shall sell or deliver or have in his 
or their possession for sale in the City of 
Newark any milk which has been watered 
or adulterated, or which contains any pre- 
servative, or unhealthful ingredient, con- 
stituent or substance, which has been trans- 
ported or stored in an unclean manner, or 
which is produced from cows which are 
kept or stabled under unhealthful condi- 
tions, or which may be diseased; nor shall 
any milk be sold or delivered in said city, 
which is procured from any farm or dairy 
where any contagious or infectious or com- 
municable disease may exist 

4. That no person, partnership or cor- 
poration shall sell milk or have milk in his 
or their possession with intent to sell within 
the City of Newark without first obtaining 
a license from the Board of Health of said 
city for that purpose; said license shall be 
granted for the period of one year and re- 
newed annually thereafter. 



92 



5. That the sum of two dollars shall be 
charged to each person, partnership or cor- 
poration so licensed, which shall be paid 
before said license is granted. 

6. That the Board of Health may revoke 
forthwith the license granted to any person, 
partnership or corporation, as aforesaid, 
who violates any of the provisions of Sec- 
tion 3 of this Ordinance, or who has in his 
or their possession any milk which shall fall 

below the State standard of 12 per cent, of 
total solids, or who shall be convicted of 

violating any of the provisions of an Act of 
the Legislature of the State of New Jersey 
entitled "An Act to secure the purity of 
food, beverages, confectionery, condiments, 
drugs and medicines, and to prevent decep- 
tion in the distribution and sale thereof," ap- 
proved March 21, 1901. 

7. That any person, partnership or cor- 
poration selling milk, or having in his or 
their possession milk with intent to sell the 
same without first obtaining the license 
mentioned in this Ordinance, or who shall 
violate any of the provisions of this Ordin- 
ance, shall be liable to a penalty of fifty dol- 
lars for each and every offense. 
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ANIMALS. 

Ages and condition: Sec Page. 

Before killed for food 831 38 

May be quarantined 832 39 

Label not to be defaced 832 39 

Animals quarantined not to be killed or sold. . 832 39 

Diseased, not brought into city without permit . 827 37 

Cattle: 

Keeping of, to be by permit 828 37 

Fee for permit , 828 37 

Not to be kept in dwellings 829 38 

Slaughtering of, not allowed except in slaugh- 
ter houses, without permit 830 38 

AREAS. 

To be cleansed 781 9 

Draining of 889 76 

BUILDINGS — Sanitary condition and drainage of. 

To be adequate in respect to strength, ventila- 
tion, light, drainage, etc 777 8 

Rented buildings to be sufficiently lighted, etc. 778 8 
Persons not to sleep in cellar or place preju- 
dicial to life 779 9 

Houses not to be overcrowded 780 9 

Rooms, passages, areas, privies, etc., to be 

cleansed of dirt, filth, garbage, etc 781 9 

Walls and ceilings to be whitewashed, etc 781 9 

Vacation of building unfit for habitation on ac- 
count of disease, etc 782 10 

Supply of water to be furnished to tenement 

house 783 1 1 

Building to be connected with sewers 784 12 

(See also sewers and drains.) 
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BURIALS AND CEMETERIES. 

Contagious diseases: Sec. Page 

Burial of persons dying from 846 51 

Graves: 
Depth 851 

Permits for: 

Burials 849 

Disinterment 851 

Removals of bodies, etc.: 
Disinterment 851 

CESSPOOLS AND PRIVY VAULTS. 

Cesspools to be constructed 785 

Permit for 800 

Not to be constructed on lot having sewer facil- 
ities 801 

Abandoned, to be filled up 802 

Rain water leader, waste pipe or soil pipe not 
discharged into privy vault, unless con- 
nected with sewer 803 

Offal, ashes, meat, fish, garbage, etc., not de- 
posited in cesspools, vaults, sink or privy. . 804 
Contents of, not to be deposited upon premises, 

streets, etc 805 

Contents not to rise within two feet of top of, 

or become offensive 805 

Where to be built 806 

Inspection of, before completion 806 

Contents of, not removed without permit 807 

Fee for permit 807 

Contents, how removed ScS 

Apparatus for removing contents of 809 

Workmen to be instructed in their duties, etc. 809 

CONTAGIOUS DISEASES. 

Physicians to report 838 

Persons suffering from, may be examined by 

member of Board of Health 839 

Children suffering from, not to attend school. . 840 
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Sec. Page. 

Persons suffering from, may be isolated; dis- 
infection 841 47 

Buildings where contagious disease exists to 
be closed to lodgers, customers and visit- 
ors 842 48 

Persons brought into contact with, not to go 
about; not to apply to physicians or 

clergymen 842 48 

Cards to be placed upon buildings 842 48 

Not to be defaced or removed* 843 49 

Houses where contagious disease exists not to 

be let until disinfected 844 50 

Persons or things infected with, not to be 

brought into city 845 50 

Permits as to persons, if residents of city. . . . 845 50 
Burial of persons dying with, how conducted 846 51 
Removal of persons suffering from smallpox 

to Isolation Hospital i 88 

Examination of person 2 88 

Report 2 88 

Penalty for resistance to removal 3 90 

^DEATHS. 

j Physician to furnish certificate of 850 53 

[EXPECTORATION. 

j Prohibited in public places I 86 

I Notices of ordinance to be posted in sti^eet rail- 

i way cars •■.... : • • : 3 87 

I Conductors and janitors to report violations. . 3 87 

I Penalty for failure to post notices and report 

I violations 4 87 

toOD. 

i 

Adulterated, prohibited 793 ^5 

Diseased, prohibited 794 16 

Place where kept for sale to be clean, etc.... 795 16 

'■ Unwholesome meat prohibited 79^ 16 

Meat of diseased or feverish cattle 796 16 

Age of certain animals before being killed. .. . 796 16 
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Sec. Pagb 

Age and condition of certain animals before 

being killed 831 38 

Decayed or unwholesome fruit or vegetables 

prohibited 797 

Unwholesome food to be condemned 798 

Label attached 798 

Not to be removed or defaced 798 

Condemned food to be removed and not sold. 798 

(See also Butchers and Markets.) 



GARBAGE. 

Barrels, etc., for, to be kept 818 

Carts, etc., for conveying, to be airtight 821 

HOSPITALS. 

Isolation, proceedings for removal of per- 
sons to I 

MARRIAGES. 

Certificates of marriage to be transmitted to 

City Clerk 847 

NUISANCES. 

What are 810 

Dead animals, offal or garbage, carrion, putrid 
meat, manure or compost (stable manure 
or fertilizer excepted), or foul or obnox- 
ious substances 810 

Waste water, dirty water, slops, stable drain- 
age, liquid filth, overflow of cesspool or ' 
privy vault, or offensive liquid 810 

Full, foul or leaky privy vault or cesspool, or 
other receptacle for filth; privy vault, 
cesspool or catch-basin beneath building. . 810 

Night soil, garbage or offensive matter leak- 
ing from cart or wagon conveying same. . 810 

Carrying substance from privy vault in con- 
veyance not air-tight 810 
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Sec. Page. 

Things dangerous to human Hfe, buildings, 
etc., not sufficiently arranged, supported, 
ventilated, etc., or rendering water and 

food unwholesome 8i i 26 

Improper plumbing, or fixtures 812 2^ 

Sunken lots, marshes, etc., where stagnant 

water gathers 813 27 

Board of 'Health may order filled...'. 813 2^ 

What may not be used for filling 814 28 

Things permitted by Board of Health not 

deemed 815 28 

Permits may be revoked 815 28 

RDINANCES. 



Enforcement of Board of Health 776 7 

Notice of violations of Board of Health 837 44 

Prohibiting expectoration 86 

Regulating sale of milk 91 

I Regulating smallpox 88 

PLUMBING AND PLUMBERS. 

' Permits: 

L For connection with sewers 856 58 

I Pipes, fixtures, drains' and sczvcrs: 

j Houses to be connected with sewers 855 57 

I Drain to sewer, how laid 857 59 

f House sewer through made ground 858 59 

, Through natural earth from main sewer to 

foundation wall 859 59 

I House sewer, how far laid by contractor 859 59 

' Old drains not to be used 859 59 

Earthenware sewage pipe, how near to foun- 

I dation wall 859 59 

House drain, vertical soil and vent pipes 859 59 

Branch vents 859 59 

House drain, where to connect with house 

sewer 859 59 

Offsets, at what angle to be made 859 59 

"Y" branches of soil and waste pipes 859 59 

Branch soil and waste pipes, fall of 859 59 
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Sec. Pagi 

Short "T Y" branches, when permitted 859 

Long one-quarter bends and "T Y" 859 

Short one-quarter bends, double hubs, short 
roof increasers, common offsets, bands and 

saddles prohibited 859 

Drains to sewers, diameter and fall 860 

Old drains prohibited 860 

Private sewer, how laid 861 

House drains; how connected with pipe sew- 
ers; "Y" branches 862 

Horizontal drains within and six feet beyond 
buildings; quality; how laid; how sup- 
ported ; supports 863 

House drains, fall of '. 863 

Openings in, for cleansing 863 

House drains and sewers, to be direct; fall 864 

Change in direction ; fittings 864 

Diameter of 864 

"Y" branches for cleanouts 864 

Running traps in .\ . 864 

Air inlet for ; 865 

Diameter of soil and waste pipes 866 

Soil, vent and waste pipes to be direct; pro- 
tection from frost ; accessible 866 64 

In partitions ; how enclosed 866 64 

Drain, soil, waste, vent and supply pipes direct; 

protection ; accessible 867 

How covered in partitions, etc 867 

Soil and waste pipes, how extended above 

roofs 868 65 

How enlarged 868 65 

Tops of, how fitted 868 65 

Vertical soil and waste pipes, traps on prohib- 
ited 869 65 

Cast or wrought iron pipes, how changes in 

direction of made 870 65 

Soil, waste and vent pipes in extension, how 

extended above roof 871 66 

Soil pipe, least diameter of 872 66 

Vertical waste pipe for kitchen sinks, diameter 872 66 
Lead pipe to connect fixtures with vertical soil 

or waste pipes, size 873 66 
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Sec. Page. 

To connect traps with vertical vent pipes . 873 66 

Wiped joints; connections of lead with iron 

pipes 874 66 

Connections of lead, vent and waste pipes 874 66 

Drainage system, how ventilated 877 68 

Branch lines to drip into vertical vent line. . 877 68 
Vertical vent line, how connected with soil or 

waste line 877 68 

Soil and vent pipes, how extended above roof 877 68 
Sheet metal, brick or other flue not used as 

vent pipe 877 68 

Size of vertical vent pipes 877 68 

Branch vent pipes placed above connecting fix- 
tures 877 68 

Branch vent pipes, how near trap placed 877 68 

McClellan vent prohibited 877 68 

Branch vent pipes ; sizes 877 68 

Earthenware traps for water closets and slop 

sinks, how ventilated 877 68 

Branch vent, how connected 877 68 

Earthenware traps not to have vent horns 877 68 

Offsets, how made 877 68 

Vent lines to soil or waste pipe or house drain, 

how connected 877 68 

Vent pipes, how to extend above roof 878 70 

Vent pipes from traps or combinations, how 

connected to main soil pipe extension 878 70 

To have continuous slope 878 70 

Trap vent pipe not to be used as waste or soil 

pipe 879 70 

Waste pipes from safes under fixtures, how and 

where discharged 880 70 

Not to be connected with soil pipe, house drain 

or sewer 880 70 

From regfrigerators, not to connect with soil 
or waste pipe, or drain or sewer, or dis- 
charge upon ground 880 70 

Sediment pipe from kitchen boilers, not to con- 
nect with plumbing <?r drainage system. . . 881 71 
Kitchen boilers to be provided with draw 

cocks for emptying , 881 71 

Waste, overflow or vent pipes ; quality 885 74 
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Sec. Page. 

Leaders, how and where placed; quality, trap- 
ped ; how used 886 74 

Sub-soil drains, when provided 890 T(i 

Yards and open light courts, how graded, 

paved and drained 891 76 

Wash trays, wooden, prohibited; fittings of.. 892 76 

Water supply for flushing, how provided.... 893 ^^ 

Tanks, how constructed 893 ^^ 

Materials to be of best quality 894 78 

Workmanship 894 78 

Pipes and fittings, quality, "extra heavy" 894 78 

Cast iron pipe, weight of 894 78 

Soil and vent pipe, how marked 895 79 

Joints, how made 895 79 

Fittings for vent pipes 895 79 

Brass pipe for vent pipe 895 75 

Slip joints or couplings on brass pipe con- 
nections and between brass pipe and traps 

on iron pipe prohibited 895 79 

Brass pipe, threaded connections of; size.... 895 79 
Sinks, bathtubs, washbowls, etc., in tenement 

and lodging houses to be open 882 71 

Fixtures, how supported 882 71 

Brass ferrules 895 79 

How lead pipe attached to ferrule 895 79 

Connection of lead, vent and waste pipes 895 79 

Overcast or cup joints prohibited 895 79 

Brass screw caps for cleanouts, size and char- 
acter 896 80 

Cleanout ferrule, weight, etc 896 80 

Screw cap and body of cleanouts 896 80 

Size of cleanouts 896 80 

Lead pipe, how use of restricted 896 80 

Brass ferrules, diameters and weights 897 81 

Soldering nipples, quality and weight 897 81 

Lead waste, soil, vent and flush pipes, quality 

"D" weights 898 81 

Waste pipes not connected with lead bend of 

water closet 898 82 

Lead traps and bends, weight, etc 898 82 

Sheet lead for roof flashings, weight, how 

placed 898 82 
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Sec. Page. 

Steam exhaust, boiler or blow-off or drip pipe, 
not to be connected with house drain or 
sewer 887 75 

How steam discharged 887 75 

Cellar and foundation walls, how rendered 

impervious to dampness 888 76 

Cellars and areas, draining of; connection with 

house drain 889 76 

Plans and specifications: 

Filed with Board of Heahh 853 55 

Fee for filing and inspecting 854 56 

Plumbers: 

Master plumbers to register with Board of 

Health 852 55 

Licensed master plumbers only to do plumb- 
ing 859 59 

Terms — Meaning of: 

"House Sewer" 899 82 

"House Drain" 899 8'? 

"Soil Pipe" 899 83 

"Waste Pipe" 899 83 

"Vent Pipe" 899 83 

Testing: 
To be tested by the Board of Health 854 57 

Traps : 

When used 875 67 

How set 875 67 

Water seals of 875 67 

Certain ones prohibited 875 67 

Waste pipes not to connect with water closet 

traps 87s 67 

Leaders not to be connected with water 

closet traps 875 67 

Brass screws for cleaning 875 67 

For drains and leaders, to have cleanouts. . . . 875 67 

Underground, how accessible 875 67 

■ 
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Sec. Page. 

Overflow pipes, how connected with 875 67 

Not placed at foot of vertical soil or waste 

pipe 875 (i^ 

How near fixtures to be placed 876 67 

How ventilated , . . 876 68 

Protected from siphonage, etc 877 68 

Water closets: 

Not placed in unventilated room 882 71 

How room ventilated 882 71 

Outside partitions of, how built 882 71 

Not to be placed in cellar for tenement or 

lodging house 882 71 

Must be free from enclosing woodwork 882 71 

Plunger and offsets, prohibited 882 71 

How placed in yard 882 71 

How trapped in yard 882 72 

How suppHed with water 883 74 

In yard, how supplied with water and flushed. 884 74 

How compartment ventilated ". . . 884 74 

Soil pipe from; quality, etc 882 72 

Ventilating pipes, how placed 882 72 

Diameter of vent 882 72 

Anti-freezing valves for 882 72 

Drip pipe, how placed 882 73 

Cast iron covers for traps and cleanouts pro- 
hibited 882 73 

Long cast iron hopper closets, when permitted ; 

how placed and protected 882 73 

Iron fixtures of, to be porcelain lined 882 73 

Dip trays, enameled and secured 882 73 

Iron and automatic water closets and urinal 

cisterns prohibited 882 73 

Flush pipes, diameter 882 73 

Lead, weight 882 73 

Flush couplings, size 882 73 

Latrine trough water closets used on permis- 
sion 882 73 

Urinals, character of, constructed 882 73 

Floors and walls of urinal apartments, how 

lined 882 73 

Latrine troughs, enameled or galvanized iron. 882 74 
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POULTRY. Sec. Page. 

Picking of in markets prohibited 833 40 

RUBBISH AND FILTH. 

Sidewalks and streets to be kept free from S16 29 

Shells, etc., to be removed from premises daily. 817 29 

Barrels, etc., for receiving garbage, to be kept. 818 29 
Rags, bones, etc., not to be kept and stored 

without permit 819 30 

Carts, etc., for conveying garbage, etc., regu- 
lated 820 30 

To be airtight, etc 821 31 

Rubbish and filth to be removed upon notice. . 822 31 

Board may remove 822 32 

(See also Dirt.) 

SEWERS AND DRAINS. 

Buildings to be connected with 784 11 

Not made without permit v 786 12 

Traps 790 14 

To be inspected 792 14 

Cesspool to be constructed 785 1 1 

Connections with sewers and cesspools not 

made without permit 786 12 

Drains between sewers and cesspools and build- 
ings, how laid 787 12 

House sewer, quality, size and how laid, where 

ground is made or filled in 788 13 

Where ground is natural, size, quality and 

mode of laying house sewer 789 13 

Connections with drain pipes and sewers, how 

made ; traps 790 M 

What to be discharged into drain or sewer 791 14 

Plumbing and connections to be inspected 792 14 

Discharge into: 

What may be discharged into 791 14 

House sewer: 

Quality, how laid 788 13 

Quality 789 13 
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SLAUGHTER HOUSES. Sec. Page. 

How constructed and equipped 823 33 

Removal of blood, filth, etc., from between 

what hours 824 34 

How cleaned and disinfected 825 34 

Blood or dung pit not to be constructed in S26 35 

Not allowed in city without permit 830 38 

STABLES. 

To be kept clean 834 42 

Excreta removed 834 42 

To be provided with manure vaults; how and 

where constructed 835 43 

Board of Health may require drainage of, so 

that fluids, etc., shall not flow upon ground. 836 43 
May require stables to be covered with con- 
crete, etc 836 43 

STEAM. 

Exhaust, boiler, etc., not to be connected with 

sewer 887, 75 

Terms J meaning of: 

"Butcher" 775 6 

"Cattle" 775 6 

Certain, to refer to Board of Health 769 3 

"Cellar" 773 5 

"Contagious diseases" 771 4 

"Dirt" 772 5 

"Fish" 774 5 

"Garbage" 772 5 

"House Drain" 899 83 

"House Sewer" 899 82 

"Light" or "Lighted" 770 4 

"Meat" 774 5 

"Permit" 770 3 

"Private market" 775 6 

"Public place" 772 4 

"Regulations" 770 3 

"Rubbish" 772 4 

"Soil Pipe" 899 83 
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Sec. Page. 

"Street" 772 4 

Tenement House" 773 5 

Vegetable" 774 6 

Vent Pipe" 899 83 



tt 



WELLS. 



Polluted wells, water from, not to be used 799 18 

Well to be closed up 799 10 
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the Library on or before the last date 
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